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ABYSSINIA Mor., £5 5a 
Cloth. £4 4 

AFRICA. Oonwnentor.—ureurogy OI. INOtS On. 8. 4d.) 

AMHARIC LANGUAGE. Short Manual of the. With Voosbuiary. 1909. 5s. 
3s. Od.) 

ANIMAL MANAGEMENT. 1908. 1s. 6d. (1s. 4d) (Reprinting) 


erred GRAMMAR. Two parts. 1887. (Sold to Officers only.) 103. 

10s. 6d.) 

ARMOURERS, Instructions fur, in the care, repair, browning, &., of Small 
Arms, Machine Guns, *‘ Parapet” Carriages, andior thecare of Bicycles. 1912. 
1s. 6d. (1s. 4d.) : 

Ditto. Amendments. Aug. 1912; Aug. 1914. Each ld. (1d.) 

ARMY ACCOUNTS. (Reprinted from THE ARMY NEvEW, January, 1914.) — 
3d. (8d. 

ARMY CIRCULARS AND ARMY ORDERS issued before Dec. 31, 
1892, which are still in force and required for reference. Reprint of 
May, 1896. 38d. (3d.) 

ARMY ORDERS. Monthly. Each 3d. BG 

ARMY ORDERS. Ooversfor. 9d. (9d.) 

ARMY ENTRANCE Regulations :— 

R.M. Academy. Admission to, from April 1, 1912, 1d. (1d) 
(Under revision 
R.M. College. Ditto. 1d. (1d.) (Under ae 
Militia and Imperial Yeomanry. Officers of. 1907. 1d (1d.) 
Special Reserve of Officers, Malta Militia, Bermuda Militia, Channel Islands 
Militia, and Territorial Force. Officers of the. 1912. 1d. (1d.) 
- (Under revision) 


University Candidates. 1912. 1d. (1d.) | (Under revision) 
Military Forces of the Self-governing Dominions and Crown Colonies. 
Officers of the. 1912.. 1d. (1d.) (Under revision) 


Warrant Officers and N.C.O. of the Regular Army. Combatant. Com- 
missious as Second Lieutenants. 1914. Provisional. Id (1d.) 
- See also Commission; Medical Corps; Special Beeerye's Territorial Force, 
Veterinary Corps. 


(311089) Wt. 36010—366 5M 1/15 H&S 


MILITARY BOOKS, published by Authority—continued. 


(Ag to prices in brackets, see top of page 2.) 


ARMY LIST. The Quarterly (not issued in October, 1914). Each 15s. 
193. 6d.) 
ARMY LIST. Monthly. Each 1s. fd. (1s.4d.) (Not issued in September, 1914.) 
PROMOTIONS, APPOINTMENTS, &c., since the publication of the Army 
List for August, 1914, which was corrected to July 31, 1914. (Printed in 
consequence of the temporary suspension of the Monthly Army List.] 
bd. (6d. 
Ditto. ilies 1914. [Ditto.] 6d. (7d) 
ARMY PAY, Appointment, Promotion, and Non-Effective Pay. Royal 
Warrant. 1914. 6d. (6d. ) 
ARMY ALLOWANOES kegulations. 1914. 62. (6d) 
ABMY REVIEW. Quarterly. July I1t to Oct. 14 Ie (Up to July 
1914, 1s.; Oct. 1914, 11d.) (Publication suspended until further notice) 
ARMY SERVICE CORPS:— 
Regimental Standing Orders. 1911. 6d. (6d.); Amendments. 1d. (ld.) 
Memorandum No. 25. 1d. (1d.) 
Training. PartI. (Reprinted, with Amendments, 1914). 9d. (8d.) 
(lu the press) 
Ditto. Part IH. Supplies. 1909. (Reprinted, 1914, with new <Ap- 
pendix ALI.) Is. a (1s. 1d) 
Ditto, Partvlil. ‘lrausport. (9d.) ‘ 
Ditto. Part lV. Mechanical Taanod 1s. 4d. (18. 2d.) 
Ditto. Amendments, July 1914, to Parts J.and III. 3d. (3:/.) 
ARTIFICERS. Military. Handbook. 9th edition, 1910. Ls. (11d) 
Ditto. Amendments. 1912; May 1914. Each. 1d (1d 
ARTILLERY AT THE PICAKLDY MANCEUVRES IN 1910. 
Translated from the French. 2s. 6d. (28.) 
ARTILLERY. Royal:— 
Officers’ Mess Management. (See Ordnance College.) 
Practice. Instructions— 
Garrison. Coast Defences. Scawards. 1914-15. 3d. (3d.) 
Garrison. Siege and Movable Armament. 1914. 3d (3d.) 
Horse, Field, and Heavy. 1914. 6d (5d) 
Standing Orders for— 


Brigade of Mounted Artillery. 1d. (1d) CIn the press) 

Lieut.-Coloncl’s Command, R.G.A. (Coast and Sioge). Id. (1d) 
Training — 

Field. 1914. 9d. (9d) 

Garrison— 


Vol.I. 1914. 62 (6d.) 

Vol. II. (Siege). 1911. 9d. (8d) 

Ditto. Amendments. Nov. 1914. 2d. (2d.) 

Vol. ITI. 1911. (Reprinted, with Amendments, 1914.) (/n the press) 
ARTILLERY OCOLLEGE. Keports upon the 14th to 1th Seuior Viasses 
. Each 1s. (9d.) (See also Ordnance College.) 

page ae FIELD. The Tactics of. (Von Schell.) Translated. 1900. 1s. 
(10 

ARTILLERY INSTRUMENTS. Handbook of. 1914. 1s. 6d. (1s. 4d.) 

ARTILLERY MUSEUM in the Rotunda, Woolwich. Official Catalugue, 
1906. (Sold at the Rotunda. Price 1s. 6d.) 

ARTILLERY AND RIFLE RANGES AOT, 1885, and MILITARY 
LANDS ACT, 1892. Byelaws under :— 

Aldeburgh, 1896 ; Ash (Aldershot Camp), 1887; Finborough, 1901; Hythe, 
1894 ; Inchkeith Battery, 1896; Kinghornness, 1896 ; ; Landguard, 1887 ; 
Lydd—Dungeness, 1895; Middlowick. 1890; Milibrook; 1868; Orchard 
Portman, 1896 ; Scarborougk., 1902; Scraps Gate, 1886; Shoeburyness, 
1895 ; Southwold, 1896 ; Strensall, 1900; Wash, 1891; Whitehaven 
Battery (Oumberland), 1896. Each 1d. (1d.) 
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Artillery and Rifle Ranges Act, &c.—continued. 
l‘urtieet, 1911. 1s. (9d.) 
Salisbury Plain, 1900. 4d, (4d) 

ARTILLERY STORE ACCOUNTS AND THE SUPERVISION OF 
k.G.A. SUB-DISTRICTS. Notes on. 1914. Is. (10d) 

ARTILLERY STORE ACCOUNTS AND THr CARE AND 
PRESERVATION OF EQUIPMENT OF ROYAL ARTILLERY, 
ee FIELD, AND HEAVY BATTERIES. Notes on. Sept., 1914. 
6d. (dd. 

BALLOUNING. Military. Manualof. PartI. 1905. 1s. (9d) 

BARRAOKS. Oareof. Instructionin. 1901. 9d (7d.) 

BASHFORTH CHRONOGRAPH. Experiments with, to determine the 
resistance of the air to the motion of projectiles. Report on. 1870 ls. (‘ld.) 

BAYONET FIGHTING. Iunstructionin. 1d. (1d) 

BAYONET FIGHTING FOR COMPETITIONS. Instruction in. pe (1d.} 

BERMUDA MILITIA ARTILLERY. Regulations, i914. 9. (7d.) 

BIOYOCLES. Military. Handbook on, 1911. (Reprinted, with Amendments, 
1914.) 1d. (1¢.) 

ae are MINOR EXPEDITIONS, 1746 to 1814, 1884. 2s. 6d. 
(1s. 11 

CADET LIST and CADET UNITS. (See Territorial Force.) 

CAMEL CORPS TRAINING. Provisional. 1913. sd. (7d.) 

CAPE OF GOOD HOPE. Reconnaissance Survey of the, 1903-1911. 
Report on the. 1s. 6d. (1s. 1d.) 

CAVALERIE. ‘Translsted from the French of Captain Loir. — (/n the press) 

CAVALRY OF THE LINE. PEACE ORGANIZATION OF THE; 
and Arrangements for Mobilization consequent ‘eg the establishment of 
Cavalry Depéts. (Special A.O., July 19, 1909). (1d.) 

CAVALRY SCHOOL, NETHERAVON. Bieadine Orders. 1911. 2d. (2d) 

CAVALRY TRAINING. 1912. (Reprinted, with Amendments, 1914.) 


1s. (10d.) (/n the press) 
CEREMONIAL. 1912. 3d. (4d.); Provisional Amendments, June 1914, 
1d. (1d 


CHEMISTRY. PRACTICAL. Quantitative and Qualitative. A Course 
of. 5s. (8s. 8d. 

Cc aEMISTS: OF THE RESEARCH DEPARTMENT Rules and 
Regulations, 1d, (1d) 

CHIROPODY Manual. 2d. (2¢.) ; 

CIVIL EMPLOYMENT FOR EX-SOLDIERS. Guideto. 1913, 2d. (2d) 

CIVIL EMPLOYMENT Regulations. 1913. 1d. (1d.) 

CIVIL POWER. DUTIES IN AlD OFTHE. Special A.0., Dec. 17. 1908, 
(Amendmonts to “ King’s Regulations,” and to ‘*Manual of Military Law ns Ed. 
1d. 

cLSTHING AND NECESSARIES (including Materials). Priced 
Vocabulary of. 1913. 1s. (11d); Amendments, July, Oct. 1913; Jans, . 
April, July 1914. Each ld. (1d) 

CLOLHING kegulations:— 
Part I. Regular Forces (excluding the Special Reserve). 1914. 6d. (62) 
Part Il. Special Reserve. 1914. 3a, (8d.) 
Part ILL. Mobilization, Field Service, and Demobilteation: 1908. 3d. (3d.) 
Amendments to Parts L, IL., and IIL. Nov. 1909; April, Oct. 1910; March, 

April, Sept., Nov. ‘1911; Feb., May, July, Sept. 1912; April, July 
1913, Each 1d. (1d.) 

CLUBS. Regulation. Exercises for the. 1863. (Reprinted 1887.) 3d. (3d.) 

COLCHESTER GARRISON. Standing Orders. 1913. 9d (7d.) 

COMMAND. ALDERSHOT. Standing Orders, 1914. 2s 3d. (1s. 9d.) 

COMMAND. THE ART OF. By Colonel von Spohn. Translated. 1d. (1d) 

COMMAND. WESTERN. Standing Orders. Jan., 1910. 2d, a 
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COMMANDS, Military, and Staff in the United Kingdom. Reorganization 
of. (Special A.O., Jan. 6, 1905, with alterations to date. Issued with 
Special A.O., Nov. 11,1907.) 3d. (38d.) 

COMMISSION IN H.M. REGULAR ARMY (irom Ist April, 1912). 
Short guide to the various ways of obtaining a; &., &c. April 1912. 2d 
(2d.) (See also Army Entrance; Medical Corps; Special Reserve; 
Yerritoria] Force; Veterinary Corps.) (Under revision) 

COMPANY TRAINING. Notes on. For the use of the Special Reserve, 
ae, Force, aud newly-raised Units of the Regular Army. Sept. 1914. 
Id. (1d. 

CONVEY ANOE OF TROOPS AND ISSUE OF TRAVELLING 
WARRANTS. Instructions. 1910. 2d. (2d) 


' COOKING. Military Manual. 6d. (5d) 


COURSES OK INSTRUOTION, 1914-15. 2d. (2d) 
Ditto, at Practice Camps, 1914. Id (1d) 
CREWS OF WAR DEPARTMENT VESSELS AND BOaTSs Af 
HOME STATIONS. Regulations for the Appointment, Pay, and 
_ Promotion of. 1911. 2d. (2d) 
CYOLIST TRAINING. Provisional. 1914. 3d. (3d.) 
DIVISION ORDERS. Extracts from. 1880. 2s. 6d (1s. 9d) 
DRAINAGE MANUAL. 1907. 2s. 6d. (22.) 
DRAWING PLATES. Military :— 
Attack of Dufor’s Countermines or 2nd plate of Mines; Carnot’s First 
System; Detached Forts; Concealed Defences, 1, 2, 3, 4; Printing 
Plate, A, B, C, &.; Detail Plate, No. 1; Do. No. 2; Neighbourhood of 
Woolwich; Village and Surrounding Ground. Each 2d. (2d.) 
Attack of Poriiess< Preliminary Operations; Do., Distant Attack; Do., 
Close Attack; Neighbourhood of Metz. Each 3d. (38d.) 
Woods and Villages. 6 plates. Each 6d. (5d) 
Neighbourhood of Woolwich. Southern Side. 1s. 6d. (1s. 1d) 
DRESS REGULATIONS. 1911. 2s. 6d. (2s.); Amendments, March, Aug. 
1912. Each ld. (1d); Aug. 1918. 2d. (2d) 
DRUM AND FLUTE DUTY for the Infantry, with Instructions for the 
Training of Drummers and Flautists. 1887. 2s. (1s. 6d) 
DYNAMICS. Noteson. (See Ordnance College.) 


EGYPT. BRITISH FORCE IN. Standing Orders. 1912. 1s. (10d) 


EGYPT. CAMPAIGN OF 1882 IN. Military History. With case 
of Maps. Condensed Edition. 1908. 38. 6d. (2s. 8d.) 


ELECTRICAL COMMUNICATIONS. FIXED. Instructions as to. 


1912. 4d (4d) 

ELECTRICITY AND MAGNETISM. Text Book for use of the Cadets 
at the R.gf. Academy. 1911. 28. 6d. (28.) 

ELEOTRIOITY. Noteson. 1911. 1s. 3d. (1s. 1d) 

ELECTRIC LIGHT APPARATUS. DEFENOE. Instructions for the 
Working of. 1911. 1d. (1d) 

ELEOTRIO LIGHTING. Military. Vol. I. 1s. (11d); Vol. II. 1s. 6d. 
(1s. 4d.); Vol. III. 1s. (11d) . 

ENCOUNTER. THE BATTLE OF. By Hans von Kiesling. Part I. 
Practical. ‘Translated. 1s. Gd. (1s. 38d) b 

ENGINEER SERVICES Regulations. VPeace:—Part I. 1910, 1s. (10d) 
Part If. 1911. Technical Treatises. 9d. (7d.) 

ENGINEER TRAINING. 1912. (Reprinted, with Amendments, 1914.) 
6d. (6d.) In the press) 

ENGINEERING. Field. Manualof. 1911. (Reprinted 1913.) 9d. (9d) 


(B 11089) : 
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ENGINEERING. Military :— 
Part I. Field Defences. 1908. 18. 6d. (1s. 3d.) 
Part II. Attack and Defence of Fortresses. 1910. (Out of print) 


Part IIIa. Military Bridging.—General Principles and Materials. 1913. 
ls, (11d) 

Part {11b. Ditto.—Bridges. 

Part 1V. Mining and Demolitions. 1910. 1s. (11d.) 

Part V. Miscellaneous. 1914. 18. (11d.) 

Part VI. Military Railways. 1898. 


In the pres) 


(Out of print) 


Xa. Engineer. 


I. marrage (Regular Army.) 1913. 
5d.) 

Ia. Mounted Infantry. 1912. 6d. (8d.) 

II. erase aoe Army.) 1914. 


Ili. Army Service Corps. 
Army.) 1913. 6d. (5d. 
1V., IVa., and IVb. Army Ordnance 
Corps. Army Pay Corps. Army 
Hdceiar CO 3 eee 
y.) igi. (2d. 
Vv. Ro ty ‘Aeny Medical Corps (Regu- 
ar Army.) 1914. 2d. (2¢.) 
VI.-IX. R.M. Academy; R.M. and 
Staff Colleges : ‘Garrison Staff 
and Schools of Instruction ; Mili- 
tary Prisons, Detention Barracks 
anc Military Provost Staff Corps. 
(Regular Army.) 1914. 2d. (2d.) 

General. Fortress, 
Survey, Railway, and Depot 
Units. Peace and War. (Regular 
Army.) 1914. 2d. (2d.) 

Xd. Field Troop. (Regular Army.) 

- 1912. 2d. (2d.) 

Xe. Field Company. 
1914. 2d. (2d.) ; 

Xd. Divisional Signa] Company. Be 

| gular Army.) 1914. 2d. ( 

Xe. Signal ae on (ego. 
lar Army.) 1912. 2d. d.) 

Xf. Headquarters Signal Units. (Re- 
gular Army.)' 1914. 2d. (2d.) 

Xg. Signal Company (Cable). ye 

Jar Army.) 1912. 2d. (2d.) 

Xk. Signal Squadron. (Regular Army.) 
1914, ‘2d. (2d.) 

xX}. eignal Troop with Cavalry Brigade. 
(Regular Army.) 1912. 2d, (2d.) 

XA, Signal Troop with a Cavalry Bri- 
gade not allotted to a Cavalry 
Division. (Regular Army.) 1914. 
2d, (2d.) 

Xl. Signal Company (South Africa). 
(Regular Army.) 1912. 2d. (2¢.) 

Xm. Bucee aw (Regular Army.) 
1912, 2d. (2d.,) 


aie aaa 


(Regular Army.) 


Part 3 ‘Territorial Force. 16141. 
Ditto. Details:— 
Sec. IX. Artillery. 1912. 
Ditto. 


Bec. X. Engineer, ” 


| 


| 
Gd. (6) 
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EQUIPMENT. INFANTRY. Pattern 1908 Web. 1913. 2d (2d) 
EQUIPMENT Regulations :— 
Part1, 1912. [ Reprinted, with Amendments, 1914.] 1s. (11d) 
Part 2. Details— 
Sect. Sect. 


Xn, Field paanron. 
= ie 2d. (2d.) 
a. Horse Artille F. 13-pr. 

1913. 9d. (Bd ~ : 

X16. Field Artillery. Q.F. 18-p r. 
(Regular Army.) 1914. 9d. (ad) 

XIc. Fiel Artillery. B.L.  5-in. 
Howitzer. 1908. 9d. (8d.) 

XIc. Field Artillery. Q.F.  4°5-in. 
Howitzer, (Kegular Army.) 1913. 
9d. (8d.) 


XId. RKeserve Brigades with Q.F. 18-pr. 
Equipinent, Horse and Field 
Artillery, Staff and Depdts, 
Riding Establishment, School 
of Gunnery (Horse and Field), 
and Mounted Band. (Regular 
Army.) 1914. 6d, ) 

Xle. Mountain Artillery with B.L. 
2°75-inch Equipment. Moun- 
tain Battery and Ammunition 
Column. Mule Transport. Pro- 
visional. (Regular Army.) 1914. 


. (Sd, 
XIIa. Royal Garrison Artillery. 
2s. 6d. 


(Regular Army.) 1914. 
(1s. 11d.) 

XII. Royal Garrison Artillery, Siege 
Artillery, Movable Armament, 
and Machine Guns in Arma- 
ments. 1913. Is. (10d.) 

XIIc. Heavy Artillery. ar 
(Regular Army.) 1913. aL} 

XIV. Cavalry School, Nethciaeay 
(Regular Army.) 1914. 2d. (2d.) 

XV. Camel Corps School, Egypt. 
(Regular Army.) 1914, 2d. (2d.) 

XVI. Special Reserve. 1913. 4d. (4d.) 

XVII. Officers Training Corps. 1912. 
3d. (8d. 

Practice Batteries and Drill Guns (Fixed 
Mountings) of the Rova:i Garrison 
Artillery. (Part 2, Sections XIa 
and XVI, and Part 3.) 1909. 
Is. 6d, (1s. 2d.) 
Amendments to ditto. 

Wil. dd. (1d.) 


(Regu'ar Army.) 


March 


(9d.) 
Amendments, ho 1912; Feb. 1914. Each Id. (1d) — 
1912. 8d, (3d.) 


MILITARY BOOKS, published by Authority—continued. © 


(As to prices in brackets, see top of page 2.) 


Equipment Regulations—continued. | en 
Amendments to Parts 1 and 2. Jan., Feb., April. May, Aug., Sept., 
Dec. 1907; Mar. 1908; July 1909. Eachi1d. (1d.) 


Amendments tv Parts 1, 2, and 3. Aug. 1908: April 1909; Jan., May, 
Aug., Dec. 1910; April, Aug. 1911; Nov. 1913. hid. (id.) . 

Amendments to Parts 1, 2, and 8. Oct. 1909; Feb. 1912; Mar., July 1913; 
April 1914. Each 2d. (2d) 

Amendments to Parts 2 and 3. Jan. 1909; Sept. 1912. Eachld, (1d) 


ESTABLISHMENTS :— 
PRACE:— — i 
Part II, Territorial Force. 1913-14. 4d. (4d) (Under revision) 


Ditto. Changesin. Nov. 1918. Id. (1d)i 

Part If{I. Departmental and Miscellaneous Regular Establishments and 
Instructional Institutions. 1913-14. 2d. (2d.) 

Part IV. Headquarters Establishments. Home, Colonies and India. 
1913-14. 3d. (3d.) 

Part V. Establishment of Commands Abroad and Summaries of the 

- Military Forces of the Crown. 1913-14. 2d. (2d.) 
AR :— 

Part I. Expeditionary Force. 1914. 8d. (8¢d.) (Under revision) 

Part II. Territorial Force. 1911. 8d. (7d) 

Part V. Reserve, Dep6&t, and other Regimental Units maintained at 
Home after Mobilization. 1914. 4d. (4d) - 

Part VI. Departmental and Miscellaneous Regular Mstablishments and. 
Instructional Institutions maintained at Home after Mobilization. 
1914. 2d. (2d) 


EXAMINATION PAPERS :— | 

Qualifying Certificates. Sept. 1905, March 1906, Sept. 1909, March, Sept. 
1910, March, Sept. 1911; March 1912. Each 6d. (5d. 

Entrance: 1, R.M. ee 2, R.M. College. Nov.-Dec. 1905, June-July, 
Nov.-Dec. 1906, June-July, Nov.-Dec. 1907, June-July, Nov.-Dec. 1908, 
June-July, Nov.-Dec. 1910, June-July, Nov.—Dec. 1911. Each 1s. (10d.) 

Entrance: R.M. Academy, R.M. College, Qualifying Test for Commissions, 
Supplementary First Appointments in the Royal Marines. June—July 
1912. 1s. (Ald. 

Entrance: R.M. Academy, R.M. College, Qualifying Test for Commissions ; 
Supplementary First Appointments in the Royal Marines; Appoint- 
ments in the Indian Police Force; Appointments in the Police Force of 
the Straits Settlements ; Cadetships in the Royal Navy (Special Entry). 
June-July 1915. 1s. (11d.) 

- Entrance: R.M. Academy, R.M. College, Qualifying Test for Commissions ; 
Supplementary First Appointments in the Royal Marines; Appointments 
in the Indian Police Force; Appointments in the Police Forces of the 
Straits Settlements and the Federated Malay States; Cadetships in the 
Royal Navy (Special Entry). June-July 1914. 18. (11d.) 

Entrance: R.M. Academy, R.M. College, Qualifying Test for Commissions. 
Nov. 1912; Nov.-Dec. 1915. Each.1s. (11d) 

Freehand Drawing at the Army Entrance Examination of Nov. 1913. Speci- 
men rita Papers to illustrate the kind of questions that will be 
set in. 6d. : 

R.M. Academy, Pouzth Class; and R.M. College, Fourth, Third, and 
Second Divisions. July, Dec. 1904, June 1905. Each 1s. 

’.M. Academy, Fourth Class; and Ii.M. College, Senior Division. Dec. 
1905, June, Dec, 1906, July, Dec. 1907. Each 1s. 
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¥Wxamination Papers—continued. 


Staff College. Admission. Aug. 1907, Aug. 1909, Jaly 1911, June-July 1912, 
June-July 1913. Each ls. (6d. y 

Regular Forces, Oanadian Permanent Forces, Special Reserve of Officers, 
Territorial Force, and Colonial Military Forces. May, Nov. 1906, May, 
Nov. 1908. Each 1s. (1id.) 

Ditto. May 1909. 9d. (8d. 

aa for Promotion. Dec. 1912; May, Dec. 1913; April 1914. Hach 1s. 
6 h 

Militia, Mec Yeomanry au a fee Candidates. Mar., Sept. 1904, 
Sept. 1905, Oct. 1906. 

Specia Reserve, Militia, Territorial Force, and University Candidates. 
Oct. 1911: March, Oct. 1912; March, Oct. 1913. Each is. (6d.) 

Special Reserve, Military, Territorial Force, Non-Commissioned Officers, 
and University Candidates. March 1914. 1s. (6¢.) 


Officers’ Training Corps :— 
Cadets of the Senior Division. Certificate A. Dec. 1908. 6d. (5d) 
Cadets of the Junior and Senior Divisions. Certificates AandB. Spring 
of 1909, Nov. 1909, Nov. 1910, May, Nov. 1911, March, Nov. 1912, 
March, ‘Nov. 1913, March 1914. Each 6d. (6d.) 
Foreign Languages. Modern. Oct. 1896; July, Oct. 1906; July 1908; 
April, July 1909; Jan., June, Oct. 1910; Jan., June, Oct. 1911; J une 
1912; June 1913 ; Jane 1914. Each 1s. (6d. ) 


EXPLOSIVES. Service, ‘Treatiseon, 1907. 1s, 6d. (1s. 2d.) 


FIELD SERVICE. Manual for:— 


Artillery. Field. Brigade. Q.F. 18-pr. 1908. 8d. (3d.) Seta revision) 
Ditto. _ Ditto. hala Brigade. 5-inch B.L. 1908. 8d. (3d. 
Ditto. Reavy & L. 60-pr.) Battery and Ammunition Column. Expe- 
ditionary Force. 1910. 8d. (3d) 
Ditto. Horse. Brigade. 18-pr.Q.F. 1908. 3d. (8d.) (Under revision) 
Ditto, Ditto. Appendix to. R.H.A. Battery ci Mounted Brigade 
5 munition Column. Sap. 
Cavalry Regiment. Expeditiondry Force. 3918, 3d. (3d.) (Under oe) 
Engineers. Balloon Company. Expeditionary Force. 1910. 3. (3d.) 
itto. Bridging Train. Expeditionary Force. 1910. 3d. (3d. 
Ditto. Field Company. [Expeditionary Force, 1914. 3d. (3d. 
Ditto. Field Squadron. Expeditionary Force. 1914. 3d. (3d.) 
Ditto. Field Troop. Expeditionary Force. 1910. 3d (3d.) 
Ditto. Works Company. Expeditionary Force. 1910. 3d. (8d.) 
Headquarters Units. Expeditionary Force. 1911. 3d. (3d.) 
Infantry Battalion. Expeditio Force, 1914. 3d. (8d.) 
Infantry (Mounted) Battalion. Expeditionary Force. 1913. 3d. (3d.) 
Medical Service. Army. Expeditionary Force. 1914. 3d. (3d. 
Signal Service. Signal Company ee Expeditionary Force, 1913. 3d. 


Ditto. Ditto. or Expeditionary Force. 1913. 3d. 
3d. 
Ditto. - Ditte. (with Division). Expeditionary Force. 
1918. 3d. (3d.) 
Ditto. Ditto. (Lines of Communication). Expeditionary 


Force. 1914. 3d (3d) 
FIELD SERVICE POCKET BOOK. 1914. Js. (11d) 
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FIELD SERVICE REGULATIONS :— 

Part I. Operations. 1909. (Reprinted, with Amendments. 1914). 6d. (6d.) 
Part II. Organization and Administration. 1909. (Reprinted, with 
Amendments, 1914). 1s. (11d.) 

FINANOIAL INSTRUCTIONS IN RELATION TO ARMY 
ACCOUNTS. 1910. [Reprinted, with Amendments to Sept. 1, 1014. | 
4d. (4d.) 

FLYING CORPS. ROYAL. Training Manual :— 

Part I. Provisional. 1914. 1s. (10d.) 
Ditto. Amendments. Jan. 1915. Id. (1d.) 
Part TI, Military Wing. Provisional. 1914. 3d. (4d) 

FOREIGN LANGUAGES. STUDY OF. Regulations. 1913 2d. (2d.) 

FOnLIFICATION. PERMANENT. For the Imperial Military Training 
}stablishments and for the Instruction of Officers of all Arms of the Austro- 
Hungarian Army. 7%th Edition. Translated. 48. (2s. 11d.) 

FRANOO-GERMAN WAR, 1870-71. Translated from the German 
Official Account. Five Vols. £6 11s. 6d, 

Alsn separately, in Volumes in cloth, Sections in paper covers, and Plans 
unmounted :— 

Iirst Part—History of the War to the Downfall of the Empire— 
Vol. : coos 1 to 5). Outbreak of Hostilities to Battle of Gravelotte 


(Out of print) 
Vol. r ‘Boon 6 to 9). Battle of Gravelotte to Downfall of the Emp’re. 
£1 2s. (Out of print) 


Second Part—History of the War against the Republic— 

Vol. 1 (Secns. 10 to 13). Investment of Paris to Re-occupation of 
Orleans by the Germans. £168. (18s. 6d. 

Vol. 2(Secns. 14 to 18). Events in Northern France from end of Nov. 
In North-west from beginning of Dec. Siege of Paris from com- 
mencement of Dec. to the Armistice. Operations in the south-east 
from middle of Nov. to middle of Jan. £1 6s. (19s.) 

Vol. 3 (Secns. 19 and 20). Events in South-east France from middle of 
Jan. to Termination of Hostilities. Rearward Communicativns. ‘T'he 
Armistice. Homeward March and Occupation. Retrcspect. £1 11s. 6d. 


(£1 28. 6d.) 
Section. 


1. Eventsin July. Plan. 388. (2s. 2d.) 
2. Events to Eve of Battles of Worth and Spicheren. 3rd edition. 33. 

(Out of print) 
3. Battles of Wérth and Spicheren. 3rd edition. 5s. (Out of print) 
4, Advance of Third Army to the Moselle, &c. 2nd edition. 4s. (Out of print) 
5. Operations near Metz on 15th, 16th, and 17th August. Battle of Vion- 
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ville—Mars la Tour. 2ndedition. 6s. 6d. (Out of print) 
Battle of Gravelotte—St. Privat. 5s. (Out of print) 
Advance of Third Army and of Army of the Meuse against Army of 
Chalons. 6s. - (Out of print) 

8. Battle of Sedan. 3s. (Out of print) 
9. Proceedings on German Coast and before Fortresses in Alsace and Lorraine, 


Battle of Noisseville. General Review of War up to September. 4s. 6d. 
_ (88. 4d.) 

10, Investment of Paris. Capture of Toul and Strassburg. 6s. (4s. 6c.) 

11. Events before Paris, and at other points of Theatre of War in Western 

| France until end of October. 58. 3d. (3s. 11d.) 

12, Last Engagements with French Army cf the Rhine. Occurrences 
after fall of Strassburg and Metz to middle of November. 4s vi. 
(3s. 5d.) 

13. Occurrences on Theatre of War in Central France up to Re- occupation 
of Orleans by the Germans. 68. (4s. 6d.) 
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Franco-German War—continued, 
Section. 
14. Measures for Investment of Paris upto middleof December. 4s. (3s.). 
15. Measures for protecting the Investment of Paris and Occurrences 
before French Capital to commencement of 1871. 2s. 6d. (1s. 11d.) 


16. Proceedings of Second Army from commencement of 1871 until the 


Armistice, 38. 6d. (2s. 8d.) 

17. Proceedings of First Army from commencement of 1871 until the 
Armistice. 38. (2s. 3d.) 

18. Occurrences on South-eastern Theatre of War up to middle of Jan. 
1871. Events before Paris from commencement of 1871 to the 
Armistice. 88. (6s.) 

19. Occurrences on South-eastern Theatre of War from middle of January, 
1871. Proceedings in rear of German Army and in Coast Provinces 
from Nov., 1870 until the Armistice. 138.6d. (9s. 8d.) 

20. General Retrospect of War from beginning of Sept., 1870 to Cessation 
of Hostilities. Armistice and Peace Preliminaries. Return of 
German Army and Peace of Frankfort. The Occupation. The 
Telegraph, Post, Supply. of Ammunition, Commissariat, Hospital 
Service, Divine Service, Military Justice, Recruitment, and Home 
Garrisons. Results. 5s. (3s. 9d.) 

Analytical Index. 1s. 6d, (1s. 1d.) 
Plans— 
4, Battle of Colombey-Nouilly. 3d. (3d.) 
5A. Battle of Vionville—Mars la Tour. Position of Contending Forces at 
Noon. 3d. (8d, 
5s. Battle of Vionville—Mars la Tour. Position of Contending Forces from 
4to5p.m. 3d, (dd.) ‘ | 
9A. se of Sedan. Position of Contending Forces towards Noon. 3d. 
| 3d. 
OB. Battle of Sedan. Position of the Germans in the afternoon shcrtly 
before the end of the struggle. 8d. (3d.) 
(See also SIEGE OPERATIONS.) 
GERMAN ARMY. Cavalry. Drill Regulations. 1909. 3d. (3d.) 


Ditto. Field Service Regulations. 1908, 1s. (10d.) 

Ditto. Foot Artillery. Drill Regulations, Part 1V. TuHE 
Fieut. 1909. 3d, (3d.) 

Ditto. Manceuvres Regulations. 1908 3d. (3d.) 


GERMANY. The Campaign of 1866 in. With 22 Plans iu portfolio. 1872. 
(Reprinted 1907). 68. (4s. 10d.) 
Ditto. Moltke’s Projects for. 1s (10d.) 
GUERNSEY AND ALDERNEY ROYAL MILITIA. Regulations. 
With the Militia Laws relating to the Islands. Provisioual. 3s, (2s. 2d.) 
GUNS. Drill for. (And seeG@UNS. Handbooks for):— 
60-pr. B.L. 1912. 1d. (1d.) 
18-pr.Q.F. 1914. 1d (1d.) “ 
15-pr. B.L. 1914 1d (1d) 
l5-pr. B.L.C. 1914. 1d (1d) 
15-pr.Q.F. 1912. 1d. (1d) 
13-pr.Q.F. 1914. 1d. (1d.) 
12-pr. 12-cwt.Q F. Land Service. 1914 1d. (1d) 
10-pr. B.L. 1914. 1d. (1d.) 
9-2-inch B L. Mark LX., on Mark IV. Mounting. Land Service. 1914. 1d. 
1d. 
9:9-iSeh BLL. “C” Mark 1X., on Marks V4. and V8. Mountings. | Land 
Service. 1914. 1d. (1d) 
92-inch B.L. Marks X.. X¥., and X*., on Mark V. Mounting. Land 
Service. 1914. 1d. (1d) 
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GUNS. Drill for—continued. 
6-inch B.L. Marks VII. and VIIY. LandService. 1914. 1d (1d) 
6-inch B.L. Howitzer. 1912. (Reprinted, with Amendments to Dec., 
1914). 1d. (1d.) (Jn preparation) 
6-inch Q.F. Land Service. 1914. 1d (1d) 
5-inch B.L. Howitzer. 1912, (Reprinted, 1914, with Amendments.) 1d 
1d. 
Fee Fixed Armament. Land Service. 1914. 1d (1d) 
47-inch Q.F., or Travelling Carriages. 1912. Id. (1d.) 
4-7-inch Q.F. Heavy Batteries. Provisional. 1914. 1d. (1d.) 
45-inch Q.F. Howitzer. 1914. Id. (1d) 
4-inch Q.F. Land Service. 1914. ld. (1d) 
2°95 inch Q.F. 1914. 1d. (1d) 
GUNS. Handbooks for. (And seeQUNS. Drill pa — 
60-pr. B.L. Land Service. 1913. 1s. 6d. (1s. 3d) 
18-p . Q.F. Land Service. 1913. (Reprinted, with Amendments, 1914). 


11d. 

15-pr. Bh Marks II. to IV., and Carriages. Marks II.* and IV., and 

Wagon, and Limber, Mark ‘IV. Field Batteries. 1914. Prov isional. 
(/n the press) 

15-pr. B.L.C. Marks I, II., IL.*, and 1V., with Mark I, Carriage, and 
Marks ae Ta., Ib., ‘and Ic, Limbers and Wagons. Land Service, 
1912, (10d.) 

15-pr. OF. Viana Service. 1914. 1s. 6d. (1s. 2d.) 

13-pr. Q.F. land Service, 1913. (Reprinted, with Amendments, 1914.) 
1s. 3d. (1s. 1d.) 

12-pr. B.L. of 6 cwt. Marks I. to IV. and IVa. and Carriages Marks I.* 
I.**, and II. Horse Artillery. 1905. 1s. (11d) 

10-pr. Jointed B.L. Mule Equipment. 1914. 1s. 6d. (1s. 2d.) 

9:45-inch B.L. Howitzer. 1906. 9d (7d.) 

92-inch B.L. Mark IX., “CO” Mark IX., and Marks X., X., and X.* 
Land Service. 1912. 1s. (11d) 

8-inch R.M.L. Howitzer of 70 cwt. Movuble Armament and Armament of 
Works. Land Service. 1901. 2s. (ls. 6d) 

6-inch B.L. and B.L.C. Guns, Mountings, &c. 1904. 1s. 6d. (Is. 4d) 

6-inch B.L. Marks VII. and VII". Land Service. 191L 9d. (8d.) 

6-inch B.L. Howitzer, 30 owt. Marks I. andI.* 1915. (/n the press) 

6-inch Q.F. Land Service. 1908. 1s. (10d) 

6-inch “B” Q.F. Land Service. 1911. 1s. (10d) 

§-4-inch B.L. Howitzer. Mark. L 1902. 1s. 6a (1s. 2d) 

§-inch B.L. Marks 1L.—V. 1904. 9d. (9d. 

§-inch B.L. Marks 1V.—V. Land Service. 1903. 1s. 6d. (1s. 2d.) 

§~inch B.L. Howitzer. 1909. 9d. (9d.) 

47-inch Q.F. Fixed Armaments. Land Service. 1904. 1s. (11d) 

4-7-inch Q.F.B., on Travelling Carriages. Land Service. 1910. (Keprinted, . 
with ‘Amendments, 1914.) 9d. (842) 

45-inch QF. Howitzer. Land Service. 1914. 1s. 3d. (1s. 1d.) 

2°95-inch QF. Mule Equipment and Man Transport Equipment. 1914. 


2s. (1s. 6d.) 
-808-inch Vickers Machine (Magazine Rifle Chamber), on Tripod Mounting, 
Mark IV. 1914. 6d. (6d) (In the press) 


0°:303-inch Nordenfelt 3-barrel and Gardner 2-barre] aanvertoa from 0:4-inch 
and 0°45-inch M.H. Obamber, Magazine Ritle Chamber, ou Carriages, 
1900. 9d (8d.) 


HISTORICAL RECORDS OF THE BRITISH ARMY, viz. :— 
Horse Guards ; 17th Dragoons (Lan‘ers). Each 5s. (38. 7d.) 
Dragoon Guards, 3rd, 4th, Sth, 6th, and 7th. Each 4s. - (Js3.) 
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Historical Records—continued. 
Dragoons, Ist, 8rd, 7th, 14th, and 16th. Tach 4s. (33.) 
Ditto. 12th, and 18th. Each 8s. (2s. 3d.) 
Marine Corps. 38. (2s. 2d.) 
Foot, 2nd, 6th, 7th, 8th, luth, Ith, 13th. 15th, 16th, 17th, 18th, 19th, 
20th, 21st, 22nd, 34th, 36th, 39th, 46th, d3rd, 67th, 71st, 72nd, 78rd, 
74th, 86th, 87th, and 92nd. Eachi 4s... (3s.) 


Do. 14th, 56th, 61st, 70th, and 88th. Hach 8s. (2s. 3d.) | 
HISTORIES, SHORT, OF THE TERRITORIAL REGIMENTS CF 
THE BRITISH ARMY. 67 numbers, each lad. In one volume, ds. 


Ditto. The Scots Guards. Id. (1d. 
Ditto. The 6th (Inniskilling) Dragoons. ld (1d) 
Ditto. Revised Editions. 1d. (1d) each :— 


Alexandra, Princess of Wales’s | The Northamptonshire Regiment. 


Own (Yorkshire Regiment). The Oxfordshire and Buckingham- 
The Bedfordshire Regiment. Shire Light L[ufautry. 
Yhe Black Watch (Royal High- | ' The Prince Albert’s (Somersetshire 
landers). Light Infantry). 
The Cameronians (Scottish Rifles), The Prince of Wales’s Leinster 
The Cheshire Regiment. Regiment (Royal Canadians), 


The Duke of Wellington’s West  § The Princess Charlotte of Wales's 
Riding Regiment. | (The Royal Berkshire Kegiment). 


The Durham Light Infantry. The Princess Louise’s Argyll and 
: The East Lancashire Regiment. Sutherland Highlanders. 
The East Surrey Regiment. The Royal Inniskilling Fusiliers. 
The Hampshire Regiment. The Royal Sussex Regiment. 
The Highland Light Infantry. The Royal Warwickshire Regiment. 
The King’s Own Yorkshire Light | The Royal Welsh Fusiliers, 
Infantry. The Suffolk Regiment. 


The Lancashire Fusiliers. . . 
HOSPITALS. MILITARY FAMILIES’, N ursing Staff Regulations, 
Dec., 1909. 1d, (1d.) 


HOSTILITIES WITHOUT DECLARATION OF WAR ‘FROM 
1700 To 1870. 2s, (1s. 7d.) 


HYGIENE. ELEMENTARY MILITARY. Manual of. 1912. 6d. (6d) 

INDIAN EMPIRE... OUR. A Short Review and some Hints for the use of 
Soldiers proceeding to India. 6d. (6d) 

INFANTRY TRAINING, 1911. Extracts from, for the use of Territorial 
and other Infantry Units organised on the 8-Company System. (/n the press) 

INFANTRY TRAINING. (4-Company Organization.) 1914. 6d. (6d) 

INSTITUTES. Garrisonand Regimental. Rules forthe Management of. 1912. 1d. 
(id.) 

INTELLIGENCE DUTIES IN THE ees Regns. for. 1904, 2d. 
(2d) 

ITALIAN CAVALRY TRAINING REGULATIONS. 1911. Train- 

~ ing for Marches, Tactics of Minor Units, aud Training of Patrols. Trans- 
lated. 4d. (Sd.) } 

JAMAICA. Standing Orders. 1912. 1s. (9d) 

JERSEY. ROYAL MILITIA OF THE ISLAND OF. Regulations 
1914. With the Jersey Militia Law, 1905. 1s. 3d. (11d.) 

KING’S REGULATIONS ANT ORDERS FOR THE ARMY. 
3912. (Reprinted, with Amendments published in Army Orders up to 
Aug. 1, 1914). Is. (is) 
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CHAPTER L 
OBJECT IN ORGANIZING THE RatLway TRANSPORT SERVICE. 
1. General Conditions. 


1. Every war in which railways have played an important part 
has emphasized the necessity for a military controlling authority. 

2. Broadly speaking there are three different conditions under 
which railways will be utilized on service :— 


(i) Where the actual working is left in the hands of a 
friendly administration which is allowed to carry on its 
civil traffic as in peace time, so long as precedence is 
given to military requirements. 

(ii) Under conditions similar to the above except that the 
state of the country or the attitude of the civil popula- 
tion necessitate military control of civil as well as military - 
traffic. 

(iii) In a hostile or disaffected country where it becomes 
necessary to, replace the civilian working personnel by a 
military organization. 


In all the above mentioned cases a military controlling 
organization is necessary apart from the working personnel. 

3. The general principles governing the control, maintenance, 
and administration of railways in war are stated in F.S.R., Part I, 
Chapter III, “‘ Movements by Rail,’ and in F.S.R., Part II, Chap- 
ters III and VII[. In this manual are given more detailed instruc- 
tions as to execution of these services. 

4, In ordinary circumstances military requirements will be met 
by the daily delivery at railhead of a number of men, and quantities 
of supplies and stores which will not greatly vary from day to day, 
and by the evacuation of sick and wounded. The railway arrange- 
ments necessary for these services present no special difficulties. 

When, however, the additional movement by rail of masses or 
troops from one locality to another is in question, the requisite 
arrangements cannot be completed in an expeditious and satisfactory 
manner unless some notice of the proposed operations is given to 
the railway transport establishment. 

5. So delicate and complex a matter is railway management that 
the efficient operation of a railway system can only be assured when 
the cordial co-operation of the railwaymen is combined with the 
strictest obedience of regulations by the troops. 


6 


The regular flow of traffic, for instance, may be easily upset by 
the use of locomotive water supplies for drinking purposes, of per- 
manent way and other materials for the defence of buildings, by 
delaying trains beyond the scheduled time of starting or altering - 
the composition of trains at the last minute. These and similar 
instances of interference, though at times unavoidable in war, 
require careful regulation by the military controlling organization. 

6. Again in war rolling stock is required for ambulance trains, 
armoured trains, repair trains and private inspection carriages ; all 
these demands, added to the inevitable losses and damage that must 
occur when the railway system runs through the theatre of opera- 
tions, may form a serious tax on the resources of the line, and 
require careful regulation. 

It is therefore necessary to secure the free circulation of rolling 
stock of all classes, and it is impossible for the railway personnel to 
get the full capacity out of the line unless the army co-operate in 
the matter of loading and unloading trains. 


CHAPTER IL 
THE RaItway TRANSPORT PERSONNEL. 
2. General Duties. 


1. The main duties of the personnel of the cueeyes service may 
be summed up as follows :— 


(i) To be the intermediaries between the army and the technical 
administration of the railway. 

(ii) To see that the ordinary working of a railway is carried 
on in such a manner as to ensure the greatest military 
efficiency. 

(iii) To see, on the other hand, that the demands of the army 
on the railway, which must always be addressed through 
the Railway Transport Establishment, are, subject to 
military exigencies, so regulated as not to disorganize the 
working of the railway system as a whole, 


2. Of these the third is of great importance, for it can be easily 
understood that the officers of a civil railway administration are not 
in a position to discriminate between the demands of the various 
branches and departments of the army, nor can they class them in 
any definite order of urgency. 

It is therefore necessary to centralize the control of the railway and 
to prevent its unauthorized use by individual officers whose actions, 
the result of which they themselves are unable to foresee, may 
cause serious delay if not a positive breakdown. 

3. The staff of the C.-in-C., of subordinate commanders, and of the 
I.G.C. will be kept informed, as required, by the Railway Transport 
Establishment as to the extent to which the railway system is equal 
to meeting military demands for railway transport required under 
the varying conditions of the campaign. 


8. Duties of Director and of Deputy Director of Railway Transport. 

1. The duties of the D.R.T. are defined in F.S.R., Part II, 
Section 24. | 

2. The headquarters of the D.R.T. will be located as decided by 
the C.-in-C. 

It will usually be on the L. of C. when its position will be decided 
by the I.G.C.* 

3. For the repairs and maintenance of the permanent way and 
works, the railway companies, R.E. are under the orders of the 
D.R.T., and if additional labour is required this will be provided 
under instructions from the 1LG.C. 


* At the date of issue of this Manual the D.R.T. is at G.H.Q., and reports directly 
to Q.M.G., E.F 
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4, In the case of new railways constructed during operations, of 
railways taken from the enemy, and of railways whose previously 
existing personnel is for any reason not made use of, the D.R.Ts. duties 
include the provision of all material and personnel, and all arrange- 
ments necessary for the efficient maintenance and working of such 
lines. For this purpose a specially organized corps will be placed 
under him, which will include a suitable proportion of skilled men for 
each operating branch of a railway organization, and will be supple- 
mented by civil and unskilled labour as circumstances demand. 

5. The existing personnel and organization of railways in the 
theatre of operations will always be left undisturbed when such a 
course is consistent with their reliable and efficient working, 
and: in these circumstances the D.R.T. will exercise only so 
much control as is necessary to ensure that the requirements of 
the army and of the military situation are properly met. His powers 
in this respect will be determined by the I.G.C., and must vary 
according to the circumstances of the campaign. 

6. The D.R.T., under instructions from the I.G.C., makes the 
necessary arrangements with the civil administration of a railway 
for the conveyance of troops and material, and for settling the 
rates and fares to be paid for all kinds of military traffic. 

The procedure for accounting for all such traffic and the methods 
of payment to the administrations concerned are also matters for 
settlement by the D.R.T. 

The exact financial system and method of accounts must depend 
on which of the conditions described in para. 2, section 1, hold good. 

7. A D.D.R.T. may be appointed to represent the D.R.T. either at 
General Headquarters or at the headquarters of the I.G.C. as 
circumstances may require. In the first case he will act as adviser 
to the staff; in the second he may be assigned all or any of the 
duties allotted to the D.R.T. in the preceding paragraphs. 


4 Duties of Deputy Assistant Directors of Railway Transpom. 


1. At the principal railway centres on the L. of C. the D.R.T. is 
represented by D.A.Ds.R.T; whose duties are confined to certain 
sections or areas of each railway system. 

Within this area the D.A.D.R.T. exercises a general control over all 
military traffic. The extent of control to be exercised over civil 
traffic must vary with the circumstances of the campaign, and is a 
matter for settlement as occasion may demand by the I.G.C. 

2. The D.A.Ds.R.T. will keep the D.R.T. informed of the railway 
requirements on the sections to which they are posted, and will 
render to the.D.R.T. such returns as may be required. | 

3. In conjunction with the railway officials they will arrange all 
troop movements which they are ordered to carry out and should 
personally supervise the entrainment and despatch of any large 
body of troops. 
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4, In the case of railways worked by a civil personnel, their further 
duties and powers will be fixed by the D.R.T., and must depend 
on the extent of control exercised as stated in paragraph 5, 
Section 3. 

5. At important stations and junctions the D.A.D.R.T. is assisted 
by a R.T.O., whose chief duties are to supervise entraining and 
detraining at these stations, and generally to facilitate the transport 
of troops, animals and material. 

6. R.T.Os. will be distinguished by a badge worn on the left arm 
marked R.T.O. 

7. D.A.Ds.R.T., assisted by R.T.Os., form the railway transport 
establishment under the D.R.T., and except when fighting is 
imminent or in progress they will receive orders only from the 
D.R.T. or the D.D.R.T. : 


5. Duties of a Ratlway Transport Officer. 


1. The military authority of a R.T.O., whatever his rank may 
be, will, as regards the movements of troops and their accessories by 
rail, be paramount at the station where he is posted for duty. 

2. In matters of discipline and sanitation at the railway station 
where he is posted, the R.T.O. is responsible that the orders of the 
administrative commandant of the area are properly carried 
out, and he will be provided by the administrative commandant 
with the necessary police for this purpose. 

3. He will superintend all entrainment and detrainment of troops 
at his station; detailed instructions regarding this are given in 
Chapter IV. 

4, He will make himself acquainted with all particulars of the 
station and goods yards at which he is posted, their shunting and 
marshalling capacities and platform accommodation. 

He must obtain accurate knowledge of the various patterns of 
carriage and wagon stock in use on the railway with their capacities 
for transport of men, horses, baggage, vehicles and military stores 
of all kinds, and with the composition of trains for the different units. 
For the capacity of certain types of rolling-stock see Appendix I. 

5. It is his duty to supply the administrative commandant and 
other commanders with such information regarding the railway 
as they may need in connection with movements contemplated. 

It will not usually be possible for the R.T.O. to acquire a 
knowledge of the general traffic and carrying capacity of the line, 
and such information must be sought from the D.A.D.R.T. 

6. The R.T.O. will furnish the railway official in charge with all 
warrants for troops and their baggage entraining at his station, 
and in certain cases with carriers’ notes and vouchers for stores ; the 
procedure is given in detail in Chapter V. 

7. He will be in close touch with the railway executive officials, 
but must not interfere with them or their subordinates in matters of 
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technical detail ; it is his duty only to explain clearly what is required 
to be done, leaving the manner of execution to them, 
8. It is his duty to see that :— 


(i) The efficient working of the railway is not adversely affected 
by any action on the part of the troops unless such action 
is necessitated by the exigencies of the military situation. 

(ii) That rolling stock is loaded to the fullest extent permissible 
under the railway regulations. 


(iii) That trucks are not kept under load at destination except | 


with permission from the D.A.D.R.T. 
(iv) That the regulations as to the use of railway buildings, 


water supplies, and railway material by troops are 
observed. 


11 


CHAPTER III. 
TECHNICAL ORGANIZATION. 


6. Organization and Duties of Technical Personnel. 


1. The organization and duties of the military controlling authori- 
ties as described in Chapter IT, will be the same whether the railways 
are actually worked by a civil personnel or by the special corps 
referred to in Section 3, paragraph (4). 

2. In the latter case the organization and duties of the principal 
officers of the military corps will be, generally speaking, as follows :— 


(i) The general manager, under the D.R.T., is responsible for the 
efficiency of the railway and its working. 


He will be assisted by the following heads of departments, whose 
duties are as follows :— 


(ii) The traffic manager controls all the arrangements concerning 
the collection, handling and delivery of traffic. He controls and 
directs the railway personnel whose duty it is to receive, forward and 
deliver the traffic, and is, therefore, responsible for :— 


(a) Proper recording and invoicing of traffic received. 
(b) Receipt of carriers’ notes and warrants. 
- (c) Issue of tickets and receipts for goods. | 
(d) Accounting to chief railway accountant for traffic delivered. 
(e) Tracing of traffic. 
(f{) Loading, unloading and checking of traffic. 
(g) Handling of the traffic when loaded into trains. 
(hk) Marshalling rolling-stock into trains. 
(t) Despatch and receipt of trains. 
(j) Time tables and the crossing and handling of trains en 
route. 
(k) Working of all stations with their signals and telegraphs.* 
(!) Discipline and administration of the traffic personnel. 


(iii) The locomotive superintendent is responsible for :— 


(a) Specifications and design and erection of new locomotives, 
rolling-stock and machinery. 

(6) Construction and working of the workshops of the railway, 
both in connection with the rolling-stock and in the output 





* The telegraph operators and signalmen are under the orders of the traffic 
manager. The responsibility for construction, repairs and maintenance of railway 
Para ee rests with the Director of Army Signals who will be represented by an 
A.D.A.S. attached to the headquarters of the D.R.T. for this purpose. 
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of work required from shops by engineering department. 
If, however, the engineering work is of any magnitude, 
the latter department would have their own shops, and 
only send to the locomotive superintendent such work as, 
from the want of proper machinery, they were unable to 
carry out themselves. 

(c) Provision and working of the locomotives in accordance 
with traffic arrangements. 

(¢) Examination and repair of all locomotives and rolling-stock 
in use on the railway. 

(e) Erection of coaling stages and locomotive watering plant. 

(f) Discipline and administration of the personnel employed 
upon the above duties,, 


(iv) The superintending engineer is responsible for :— 


(a) Survey, construction and maintenance of formation level, 
- permanent way, bridges, signals, buildings and works of 
all kinds. 
(5) Discipline and administration of the personnel employed 
upon these works. 


(v) The chief railway accountant’s duties are :-— 


(2) To record correctly all expenditure under the heads and 
subheads laid down by the general manager. 

(6) To receive and account for all money due to the railway. 

(c) To pay all bills, payment for which is duly authorized. 

(d2) To furnish statements of the accounts of the railway. 

(e) To furnish statistics desired by the general manager. , 

({) To control the accountants attached to each of the railway 
departments, to frame regulations for their instruction, 
and carry out internal audit of their accounts. 

(9) To inspect and audit the accounts of station masters when 
revenue is received. 

(hk) To clear accounts with any adjoining railway system. 

(t) To be responsible for the discipline and administration 
of his subordinates. 


(vi) The chief railway storekeeper is responsible for :— 


(a) Purchase and custody of all stores requisitioned by the 
heads of railway departments and the custody of all rail- 
way stores captured. 

(b) Distribution of stores and their issue to such railway 
officials as are authorized to requisition and receive them. 

(c) Accounting to the auditors for the stores received by him. 


CHAPTER IV. 
MOVEMENTS BY RalIt. 


7. Traffic Arrangements. 


1. In the case of all normal traffic, arrangements should be such 
that the demands once fixed are met as far as possible automatically. 

2. By normal traffic is meant the steady flow of supplies and 
material, drafts and reinforcements from the bases to the front. 

3. Thus a fixed daily tonnage of trucks should be allotted by the 
I.G.C. to each administrative department, at the base and at dis- 
tributing centres; each department will be responsible that full 
and proper use is made of the allotted tonnage, and must endeavour 
to maintain a uniform output and to restrict abnormal demands as 
much as possible. | 

4, The space to be allotted daily in passenger trains for troops and 
details should be similarly fixed, but in their case it will not be possible 
to secure the same degree of uniformity. 

5. Up to the limits of tonnage and twain space thus fixed by the 
1.G.C., heads of departments and commanding officers will address 
their demands direct to the R.T.O. who will arrange with the 
railway. | 

6. When the needs of the army have thus been provided for, it 
is for the D.R.T. to say whether the capacity of the line necessitates 
restrictions on civil traffic, and if so what total tonnage and train 
space can be allotted to it. 

7. The allotment of this total for civil requirements, will be made 
by the I.G.C., the D.R.T. being responsible only that the former 
officer's orders are carried out and for reporting to him if the - 
tonnage and train space are not used for the purpose for which 
they are allotted. 

8. To maintain a uniform flow of normal traffic should be the 
primary object of the railway personnel, but abnormal movements 
are inevitable and must be provided for. 

9. In the term abnormal movements are included concentrations 
or movements on a large scale with little or no previous warning. 

Such movements will almost always restrict normal traffic and 
will probably cut off entirely for the time being the flow of supplies 
over the sections of the line affected. 

10. When considering the detailed arrangements for such 
movements, the following factors must be taken into account :— 


(2) When a movement of troops on a large scale by rail is 
contemplated which involves the carriage of horses and 
vehicles, it is necessary that the railway transport personnel 
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should have preliminary notice giving the entraining 
stations and the numbers to be moved, even though the 
actual destination or the time at which the move will 
commence is not known. 


. On well equipped lines, such as those in Great Britain, approxi- 

mately 24 hours preliminary notice is necessary to enable the 
railway to collect rolling stock and commence marshalling the 
trains. 

After 24 hours for such preparation, the railway should be 
able to commence despatching trains within four hours of receipt 
of orders. 

On Colonial lines it may be necessary to give 48 hours pre- 
liminary notice or even more. 

Where there are no horses or vehicles to move, but only 
personnel and baggage, the entrainment of troops becomes a com- 
paratively simple matter and four or five hours preliminary notice 
will generally be ample. 


(6) The units of a division at war strength require in all 100 
trains, including 24 different train compositions. It is 
therefore most important to have adequate facilities for 
marshalling trains within easy distance of the entraining 
stations; unless there is a separate marshalling yard it 
is best not to attempt marshalling at entraining stations 
themselves. Itis quite sufficient if the marshalling station 
is within one or two hours run and has good telephonic 
communication with the entraining station. 


It is not always possible to foretell the exact order in which all 
the units will entrain; but before commencing the move the 
railway officials must be given a list of the total rolling-stock re- 
quired and the staff of the marshalling yard should have all the 
train compositions ; the R.T.O. at the entraining station must keep 
the latter advised of at least the next four or five compositions 
required, and such compositions once ordered must not be altered 
at the entraining station. 

(c) The proportion of the total amount of rolling stock to be 
collected will, of'course, depend on the time required to get 
stock returned from destination for a second trip; when 
stock of a certain class is scarce it will be necessary to 
spread out as much as possible the units using that class, 
e.g., if cattle trucks are scarce, trains for cavalry and 
artillery should alternate with infantry trains so as to allow 
time to get the cattle trucks returned. 

(d) In calculating the number of trains that can load and 
unload at a station. simultaneously, one line through the 
station should always be left clear (except at terminal 
stations), and also sufficient room for shunting; but, 
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subject to the above, both up and down platforms should 
be used simultaneously. 

(e) On double lines of rail the actual journey is seldom an 
important factor in the movement; but on single lines, 
unless working to a fixed time table which is seldom 
possible, the normal time required may be doubled or 
trebled owing to returning traffic, and it is therefore 
desirable either to collect sufficient stock for the whole 
move or to return empties by another route no matter how 
circuitous such route may be. 


11. The following example shows roughly the time required for a 
given move by road or rail :— 

A division at war strength is to be moved 60 miles and it is 
assumed that roads exist by which the force could cover this distance 
and complete the move in 84 hours, t.e., 4 days and 3 nights. 

To move this force by rail would require in England about 2,400 
trucks and carriages of various sorts, equivalent to at least 100 trains. 
If shunting facilities for marshalling trains and platform accommo- 
dation admit of marshalling one train per half-hour and placing three 
in position for loading simultaneously, thus giving about 14 hours 
per train for loading, then loading will be complete in 50 hours ; 
add 3 hours for the journey of the last train and 1 hour for unloading, 
and the whole operation will be completed in 54 hours. 

If the distance to be traversed is reduced to two days’ march, 
say 30 miles, the time required to complete the operation by road is 
reduced to 36 hours while the train journey will still take 524 hours. 

In the above example of a 60 miles journey it would probably 
take 12 hours to get stock returned and ready again for loading, 
‘80 that about 30 per cent. of the 2,400 vehicles should suffice, but 
if artillery and mounted troops all entrain consecutively a larger 
proportion of cattle trucks would be needed. 

12. It must, however, be remembered that of the 2,400 railway 
vehicles required in the above example about 1,578 are for artillery 
and ammunition columns, and transport and supply columns and 
park. 

By making these portions of the troops march the railway require- 
ments are reduced to about 30 trains, most of which are for infantry 
which can entrain and detrain quicker and with fewer fawilities than 
are required for mounted troops and transport. 

13. It follows from the above considerations that to expedite 
railway moves, care should be taken in selecting entraining and 
detraining stations ; an extra day’s march to a suitable station may 
easily save 48 hours in entraining a division, and similar advantage 
may be gained by entraining and detraining at two or more different 
stations simultaneously. 

14. Except on emergency or under very exceptional circumstances 
troops must never entrain or detrain on the line outside stations. 
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8. Responsibility in carrying out Movements. 


1. The extent to which D.A.Ds.R.T. and R.T.Os can arrange 
abnormal movements of troops or material without reference to the 
D.R.T. must vary with the circumstances; their powers in this 
respect should be defined as far as possible by the D.R.T. and 
published in orders so that commanders and departments may 
know to whom to adaress their demands and thereby save delay. 

2. Decentralization in this respect is essential if unexpected move- 
ments of troops and stores are to be carried out rapidly. On the 
other hand, D.A.Ds.R.T. and R.T.Os. cannot be allowed to arrange 
train movements the effects of which on other sections of the 
railway system they are unable to foresee and which may have a 
prejudicia] result on the military traffic as a whole. 

3. The above remarks apply equally to the technical personnel 
of the railway, in that it is desirable that district traffic officers 
and station masters shall be in a position to carry out movements 
ordered by the D.A.D.R.T. or R.T.O., without having to refer to the 
headquarters of the railway. 

4. In peace, under normal circumstances, trains have to run 
punctually in accordance with working time tables, involving a 
considerable degree of centralization ; in war time it is desirable to 
relax this as much as possible, and it is.a matter for the 
D.R.T. to arrange with the managers of the railway systems 
concerned for a greater degree of latitude to be given, if necessary, to 
their district officers and station masters. 

5. When active operations are in progress in the vicinity 
of the railway, R.T:Os. or in their absence the railway 
personnel, must immediately act on the order of a responsible officer 
suspending traffic owing to the approach of the enemy. On every 
occasion of such suspensions the R.T.O. will report the circum- 
stances through the D.A.D.R.T. to the D.R.T. Officers who order or 
autharize such suspensions must recognize that they incur a grave 
responsibility and must report their action and reasons therefor to 
their superior officer with the least possible delay. 


9. Entrainment and Detrainment of Troops. 


1. Instructions for troops moving by rail and for entraining and 
detraining personnel, animals and stores are given in F.S.R., Part I. 

2. At stations where entrainment takes place on any large scale 
a suitable place of assembly is necessary in close proximity to the 
station; troops must not enter station buildings or occupy any 
platforms until their respective railway vehicles or trains are in 
position ready for loading. 

If the place of assembly is some distance from the station, tele- 
phonic communication between them should be established, 
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3. Administrative commandants in consultation with L. of C. 
defence commanders and R.T.Os, will select and prepare suitable 
places of assembly, the necessary arrangements for latrine 
accommodation and drinking water for troops at places of 
assembly being made by the administrative commandant. | 

4. When troops are ordered to move by rail the R.T.O. will 
obtain from the branch of the staff concerned the necessary 
authority for the moves and the following information :— 


Place of entrainment and destination. 

Strength of each unit in (1) officers; (2) N.C.Os. and men; 
(3) 2-wheel vehicles; (4) 4-wheel vehicles; (5) guns; 
(6) weight and description of baggage ; (7) animals. 

Date and approximate hour at which the move is to commence. 


5. The R.T.O. having made the necessary arrangements with the 
railway will notify the staff of :— 
(i) Time at which baggage, guns, vehicles or animals and fatigue 
parties for loading should be at the place of assembly. 
(ii) Hour of departure of train or trains. 
(iii) Halts on the journey for food or rest. 
(iv) Probable time of arrival at destination. 


The information being given for each unit of the force to be 
moved. 

6. In the case of movements ordered at short notice, where rolling- 
stock has to be collected hastily, it will not generally be possible to 
supply the above information for all units before the move com- 
mences. R.T.Os. should, however, give each unit as much warning 
as is possible of its time of departure. 

7. Dismounted troops without baggage should not arrive at the 
place of assembly more than half-an-hour before the time of de- 
parture ; 15 to 20 minutes in their case is sufficient time for entraining. 

8. The R.T.O. should see that officers in charge of units or 
advanced parties are shown :— 


(i) Place or places of assembly. 

(ii) Entrances into the station to be used. 
(iii) Platforms where baggage, animals, &c., are to be loaded. 
(iv) Platforms where troops are to entrain. 

(v) Allotment of vehicles to the unit. 


The advanced party, if time permits, should mark on each vehicle 
the baggage, animals, &c., to be loaded in it, or the number and 
description of troops it is to carry. 

9. It is not the duty of the R.T.O. to issue detailed orders 
regarding the entrainment or detrainment of units, or regarding 
their discipline and arrangements during the journey; but: he is 
responsible for bringing to the notice of commanding officers any 
special railway regulations which it is necessary the troops 
should know. 


(B 11089) B 


18 


10. Despatch of Stores and Animals. 


1. In the case of stores or material consigned by rail from small 
depots and not accompanied by troops, the administrative com- 
mandant on application from the R.T.O. will detail such fatigue 
parties as may be required for loading and unloading. 

2. At the base and at the principal despatching and receiving 
depéts, where the despatch and receipt of stores is continuous, 
directors of administrative services will organize their own labour 
supply for loading and unloading. 

3. The authority consigning animals will be responsible for loading 
them up and will detail attendants for the animals en route, and will 
arrange that sufficient forage for the journey is loaded with them. 

4. Troops travelling by rail are responsible for loading and 
unloading all baggage, animals and transport of their units. 


CHAPTER V. 
WARRANTS AND FORMS TO BE USED. 


11. Troops, Baggage, Animals and Transport. 


1. When applying to the railway transport establishment for rail- 
way transport or train accommodation, the commanding officer 
or individual concerned should produce the order of an officer 
authorized to order such movements. 

2. To save misunderstanding on the part of the railway transport 
establishment the designation of officers authorized to order move- 
-ments should be published in standing orders. 

3. Orders authorizing movements may be written or telegraphed. 

In the absence of such orders R.T.Os, have power to refuse to 
allow troops or individuals to travel by rail. | 

4. The following paragraphs apply in all cases where detailed 
payment has eventually to be made for railway transport for any 
part of the journey. 

5. The order or authority referred to in paragraph 3 must be 
supplemented by a travelling warrant or forwarding note, which is 
the railway’s authority for providing the necessary accommodation, 
and which eventually becomes their voucher for the recovery of the 
necessary charges. 

6. Travelling warrants will normally be issued by officers of the 
railway transport establishment ; at stations where there is no such 
officer, the post commandant will issue warrants for individuals and 
details who can be accommodated in the ordinary train service. 
Where extra accommodation is required he will apply to the nearest 
R.T.O. 

7. Authority to issue travelling warrants on L. of C. for a limited 
number of troops will be given to other officers only under 
authority of the I.G.C., the designations of such officers and the 
extent to which they may issue warrants should be notified to 
the D.R.T. 

.8. Officers authorized to issue travelling warrants will apply for 
the necessary warrant forms to the D.R.T. who is responsible for 
their preparation and issue. 

Should such officers have to entrain individuals or troops at 
stations where there is no R.T.O., and when they have no 
warrant book with them, they will hand the station master a written 
requisition for the accommodation required stating the numbers of 
personnel, animals, transport and stores to be carried. The station 
master will, as soon as possible, apply to the nearest R.T.O., who, 
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after verification, will give him a warrant in proper form i in exchange 
for the written requisition. 

9. The forms of warrant used wil] vary in accordance with the 

arrangements made by the D.R.T. with the railway administrations 
concerned regarding rates, &c. 
- 10. The ordinary forms of warrant used for railway journeys in 
England are shown in Appendix II for reference ; slight modifica- 
tions may be necessary to adapt them to service conditions, and it 
may be advisable to have a combined form of warrant both for troops 
and baggage. 

11. In Appendix IT is also given a suitable form of warrant for 
use when a vehicle rate is in force. This form of warrant will be 
used only by officers of the railway transport establishment. 

12. The regulations as to the use of warrants contained in the 
King’s Regulations will be observed as far as possible, but the 
route form prescribed i in the King’s Regulations for use in peace will 
not be used in war. 

13. An officer in charge of warrant books on being relieved will 
hand them over to his successor. 

14. Officers when issuing warrants will be careful to inform the 
persons to whom they are issued that they must be presented at the 
booking office of the station where the journey commences and 
exchanged for a railway ticket, otherwise the holder will be liable 
to pay his fare when tickets are collected at the termination of the 
journey. 

15. Separate warrants should be made out for conducting parties 
for whom return tickets are required, or when it is necessary to 
obtain a cheap ticket for a portion of any journey, or in any other 
circumstances in which a saving can be effected thereby. 

16. Before issuing a warrant for the homeward portion of a return 
journey, the issuer should ascertain whether a return warrant was 
originally given. If so, a report should be made immediately to the 
payer of the warrant, in ‘order that a double charge may be prevented. 

17. The number and particulars of the warrant issued will be 
entered on the authority referred to in paragraph 1. 

When the applicant can produce no such authority, the R.T.O. 
ve other officer, if he decides that circumstances justify the issue of 
a warrant, will report to the C.O. of the unit concerned the number 
and particulars of the warrant issued. 

18. The approximate weight of guns and military transport wagons 
should be given except when they are booked at vehicle rates. 

19. Appendix II also shows the purposes for which the various 
forms of warrants are to be used. 


12. War Department Stores. 
1. The procedure to be adopted and the forms to be used when 
stores are conveyed by rail are described in the A.S.C. Training, 
Part ITI. 
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2. The term stores as used above includes only supplies and 
material not yet issued and not forming part of the equipment of a 
unit. 

3. At stations where there is no representative of the Director of 
Transport, R.T.Os. will carry out their duties in all matters respecting 
the consignment of stores by rail. It is therefore the duty of 
R.T.Os. to make themselves acquainted with those portions of 
A.S.C. Training, Part III, which apply to the carriage of stores 
by rail, and with any modifications thereof published in Standing 
Orders. 

4. The despatch by rail of baggage accompanying troops will be 
carried out on active service by R.T.QOs. or officers authorized to 
issue warrants. 

5. Under the term baggage are included all stores, supplies and 
material issued to orforming part of the equipment of a unit, and such 
private property as the unit is authorized to carry on service. 


13. Advices and Returns of Movements by Rail. 


1. The submission of daily or periodical returns should be 
restricted as much as possible, and only such returns should be called 
for as are likely to serve some definite and useful purpose. Those 
enumerated in paragraph 9 of this section will probably suffice. 

2. Should the circumstances under which the returns or advices 
were originally called for, alter to’ such extent as to render them no 
longer of use, or no longer of use in their existing form, they should be 
immediately discontinued. 

3. All officers of the railway transport establishment are respon- 
sible for bringing the facts to the notice of their superiors should it 
become clear that circumstances have changed since a particular 
return was called for. 

4. It is especially important to restrict advices and returns sent 
by telegram, and care should be exercised by all concerned to restrict 
the use of the wires to messages of urgency or importance. 

5. Under normal conditions R.T.Os. will wire the following 
advices in the case of individuals and troops entraining at their 
stations :— 


(1) To the R.T.O. or station master at the station where troops 
next halt for food, information as to the meals required 
and probable hour. 

(2) To the R.T.O. or station master at next station where troops 
have to change carriages, information as to numbers and 
ultimate destination, in order that accommodation may be 
arranged for in advance. 

(3) To the R.T.O. or station master at the next station where 
troop or special trains have to be re-marshalled or split up, 
information as to the composition of each train and 
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contents, ultimate destination and probable hour of arrival, 
in order that the composition in which trains will go forward 
may be arranged. 

(4) To the R.T.O. at final destination, or if there is none to the 
D.A.D.R.T. of the district in cases where troop and special 
‘trains go right through, information as to the composition 

of each train, contents, probable hour of arrival and such 
other information as may be necessary in order that the 
R.T.O. or the D.A.D.R.T. at destination can make proper 

arrangements for detraining. 


6. To the D.A.D.R.T. under whom he is serving, the R.T.O. will 
only wire information regarding any abnormal traffic with which he 
is concerned, The. precise nature and extent of such information 
is a matter for settlement by the D.A.D.R.T. 

7. A similar rule should apply regarding information wired by 
D.A.Ds.R.T. to the D.R.T., the principle being that only so much 
information shall be wired as is necessary in order to keep 
D.A.Ds.R.T. and the D.R.T. informed of the progress of abnormal 
traffic movements. 

8. Returns of the total despatches of stores and material from the 
bases and principal supply depots will be a matter for the depart- 
ments concerned. 

9. Returns of such despatches will, as a rule, only be required from 
the railway transport establishment in order to see that vehicles are 
quickly and economically loaded at despatching stations, and at 
receiving stations to see that trucks are not kept unduly long-under 
load. 

The form of return should be arranged so as to show :— 


(i) Number of trucks placed at disposal of each administrative 
service or department daily or weekly, their total tonnage 
_ capacity, and, if possible, their cubic capacity. 
(ii) Actual weight of stores loaded or total] cubic contents. 
(iii) Average time trucks are detained for loading or unloading. 


\ 
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CHAPTER VI. 
AMBULANCE AND ARMOURED TRAINS, 


14. Ambulance Trains. 


1. The D.R.T. will arrange for fitting up ambulance trains, and for 
their maintenance in good order. 

2. At stations where hospitals are established it is necessary to 
provide a special siding, as near as possible to the hospital, in order 
that the hospital train, which can only be emptied slowly, may not 
hamper other traffic. 


15. Armoured Trains. 


1. The functions of armoured trains are described in F.S.R., 
Parts I and II. 

2. The D.R.T. will arrange for their construction and maintenance 
and for the necessary railway personnel for working them. 

3. Armoured trains have the right to demand precedence over 
other traffic, but are bound equally with ordinary ‘trains by the 
usual rules of working, such as in leaving or entering stations or 
block sections. They must not leave a station without obtaining 
the line clear ticket order, staff, tablet, or starting signal as the 
case may be. They must not enter a station against the signals or 
run past opposing signals anywhere. When there is no urgency 
they take their turn with other trains ; when, for good reason, they 
exercise their right to claim precedence, it is the duty of the traffic 
officials to clear the line for them as speedily as possible, and to let 
them into or out of stations with the least possible delay. Armoured 
trains must be allowed to use the railway telegraph wires and to 
attach telephones, phonopores or telegraph instruments to them, 
under general working regulations agreed to by the A.D.A.S. and 
the traffic manager. 

Armoured trains should not remain on a section blocking the 
passage of other trains except for very urgent reasons, and when so 
doing the officers commanding should get into telegraphic com- 
munication with stations on either side to keep them informed of 
their intentions. Armoured trains should as a rule keep moving ; 
when not required they should halt only at places well provided 
with siding accommodation. 

4. The crew of an armoured train includes, besides combatant 
troops, the personnel necessary icr driving the engine, executing 
small repairs to the train and minor repairs of damage to the 
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permanent way and telegraph caused by the enemy. This railway 
personnel is provided by the railway departments concerned with 
the work; thus the locomotive superintendent provides engine™ 
driver and fireman, the traffic manager provides a guard and 
telegraphist, the superintending engineer provides platelayers, the 
A.D.A.S. provides lineman. These heads of departments replace 
casualties and provide reliefs when necessary, but the personnel on 
the train are not under their orders after they have been handed 
over to the officer commanding the train, who will be under the 
commander of L. of C. defences. 

5. The engines and rolling-stock are constructed and kept in 
repair by the locomotive superintendent and inspected iby his 
subordinates from time to time. The locomotive superintendent is 
responsible that the armoured trains are in a fit condition to run, and 
for the withdrawal and replacement of any locomotive or vehicle 
not in a condition to travel safely. 


16. Expedients necessary in War. 


1. When the line is threatened by the enemy, it may be necessary 
to adopt expedients in the making up of trains which would be 
considered hazardous in ordinary working. For instance, whenever 
it is considered possible that the enemy may have interfered with 
the line, at least one and preferably two or three heavily loaded trucks 
should be placed in front of the locomotives of the trains travelling 
over a section which has not been used quite recently. If possible, 
trucks in front of the locomotive should be bogies. Where trains 
are heavy and gradients steep and long, the trains proceed so 
slowly that the enemy may be able to ride up and pull off the 
vacuum pipe at the back of the brake van and so bring the train 
to a standstill. It will be necessary in such cases to attach a 
truck in rear of the brake van with its pipe uncoupled, the risk 
of such a truck becoming uncoupled and running away being less 
than the risk of the enemy stopping the train. It may also be 
necessary on the most dangerous sections to put an armoured truck 
containing a small garrison in the centre of the train, and to have 
brake vans armoured and loop-holed. Instructions concerning 
these special measures should be conveyed to the railway employés 
through their superiors, in order that they may know when they 
may or may not depart from the usual rules of railway working. 
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CHAPTER VIL. 
CaRRYING Capacity OF RAILWAYS. 


17. Information necessary to estimate Capacity. 


1. Any estimate of the maximum carrying capacity of a railway 
for military purposes, if based only on statistics or framed by persons 
not actually connected with its management, should be accepted with 
great caution. 

2. There are many factors in the question which can only be known 
to the officials actually employed in the management of the line 
who alone are competent to give reliable figures. 

3. As a guide to officers who may have to report upon the capacity 
of a line and its vulnerable points, a form of report is given in 
Appendix III, which shows the various points upon which informa- 
tion is necessary. 

It would not be possible to obtain all this information except 
with the assistance of the railway administration concerned. 

4, Where such assistance is not forthcoming, the following 
information must be got from actual observation in addition to 
such information as is published in reports or statistics :— 

(i) Entraining and detraining facilities for men, animals, 
vehicles and stores at the principal stations. A sketch of 
the station with brief explanatory notes is the best form 

_ ofreport. Where this cannot be done give :— 

(a) Length, breadth and height of each platform, stating 
whether it is on the main line or on a loop or siding, 
and whether there is convenient access for vehicles 
and animals from the neighbouring roads on to the 
platforms. 

(6) Length of each siding with and without piston 
accommodation. 

(c) Nature and size of ground in station yard or vicinity 
suitable for forming up troops and transport for 
entraining or detraining. 

(d) Supply of drinking water available. 

(ec) Area of shed accommodation’ available for stores 
stating whether it is alongside a siding or otherwise. 

({) Crane power (travelling or stationary) available for 
loading or off-loading heavy stores. 

(ii) Number of trains worked each way daily, speed and -usual 
number of vehicles on goods and passenger trains respec- 
tively, stating whether vehicles are 4-wheelers or bogies. 
Published time-tables, which do not usually include goods 
trains, are not of much use for ascertaining numbers, but 
are of use in arriving at the speed of trains. 
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Where, as is often the case, the traffic varies greatly over 
different portions of the line, the information should be 
given separately for the different sections. 

(iii) Sizes and carrying capacity of the different types of goods 
and passenger vehicles. 

(iv) Number and distance apart of stations, and of crossing 
stations on single lines, 

(v) Number of lines of rail (single, double, treble, &c.), gauge, 
weight of rail, &c., 


5. In estimating the loads of trains for military stores it must, 
however, be remembered that the cubic capacity of trucks, and not 
the maximum load which they can carry, is usually the ruling factor. 

6. A statement of the approximate bulk per ton of military 
material is given in Appendix IV. 

From Appendix I it will be seen that certain types of British 
covered wagons allow about 62 cubic feet per ton, and open wagons 
loaded to a reasonable height allow about 55 cubic feet per ton. 
With stores bulkier than this full loads cannot be obtained. 

7. In estimating how far the normal carrying capacity could be 
increased and the additional stock, plant, &c., that would be required, 
the following basis of calculation may be used :— 

Tbe loads of troop and material trains and their speeds having 
been arrived at from the above data, the total train-miles 
perdiem to work a given volume of traffic can be determined. 

To arrive at the amount of stock required for this traffic it 
may be assumed that an engine can average 60 miles a 
day; the work of passenger and goods stock must vary 
with loca] conditions, but it is seldom safe to assume more 
than 120 and 50 miles respectively per day throughout the 
year, including repairs. For short periods of say six 
months these figures can be increased by 50 per cent. 


8. Fuel and water supplies are matters of great importance in 
calculating how far traffic can be increased in countries with little 
water and coal resources. 

An average figure would be misleading as it must vary 100 per cent. 
or more according to the gradients and state of the roads, the con- 
dition of the engines and stock, and, of course, the nature of the fuel. 

The following figures are the results obtained by one of the 
principal English railways and will serve as data on which to base an 
estimate. It may be assumed that the coal used in these tests was 
good steam coal and that the engines were in the best order. 

Where wood fuel only is obtainable its eoal equivalent must be 
ascertained. In India 2} Ibs. hard wood fuel is taken as equal to 
1 lb. Bengal steam coal. 

Water consumption will vary even more largely and in the absence 
of any reliable data at least 70 gallons per train-mile should be 


allowed for to cover everything. 
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APPENT 
(Back of War 
® Extract from Route No. 
the : day of 
By Order of 


and signed by 





of ¢ 
and 
to proceed from 7 ; 
vid 
retur 


I hereby Certify the above is a true Extract of 


* If an extract cannot be given (as in cases of 
+ Here insert particulars of Corps. 





Reasons for adopting a Route other than the cheapes 


Account in which credit will be given for any excess 
admissible charges; and amount of the same. 


| 
{ 
al officers and Warrant Officers not travelling under route. 


_ Form to be filled in 





when not otherwise directed, should be filled in as far as possible by the consigning officer before handing 








When the names of the party are too numerous, th 
of the person in charge and the number (in words) of t $ da 
‘ cEE 
of each rank need only be entered in these columns. Bee 
EME: 
acc aaa: | nana iis i aaa ae 55-5. 
Regiment Squadron, 3 rE 
or Battery NAMES. 208 
Corps. or Company. 28 
sipeegtadcmeual si se Sieeosianes ne 
) 
gl 
& 
] 
a 
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IX II—continued. one ie 
‘rant, Army Book 206.) 

given at 

19 

I  pl 

« 

to 
for the purpose of 

nN 


the Route quoted above. 





a (Signature of Issuer of Warrant) : pe 
a 

scovering Routes) the nature of the duty should be stated. 

$ 


APPENNTY T 





by the Issuer of the Warrant. . 





e name i ‘ 
Wives and families of Warrant Officers, Non-Com- 


| : 
eee missioned Officers and Men on the MARRIED ROLL. 





Children. 
NAMES. sae a 
Sex. | Age. 
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APPENDIX II—continued 





RAILWAY WARRANT. 
(To be used only when a Vehicle Rate is charged.) 





This Warrant is Nor a railway ticket and must be exchanged for a 
ticket at the booking office. It is not to be used for parties numbering 
less than thirty unless they are necessarily accompanied by a large 
quantity of military baggage. 





Date 
The Directors of the ; Railway Company are hereby requested 
to provide conveyance from station to_ via_ 


____. for the undermentioned troops with their guns, army vehicles 
and baggage, and to charge the cost thereof against the Army Ledger Account. 


Signature. =. Rank and Corps | 















No. of Warrant. No. 


Officers... 

Warrant officers, ‘NC.Os. 

we men. sat 
omen... vee Railway passenger vehicles 

Children over 3 years wes Other railway vehicles 

Camp followers ee carrying passengers or 


animals, guns, army 


Total passengers to vehicles and baggage ... 
receive ticket 


a 


ee SS ee ee ee ene — 


Horses or transport animals a Initials of Railway Transport Officer certi- 


fying as tonumber of vehicles___ 


Grand Total .... 


No. and date of ticket issued in exchange 


Particulars to be filled in } Route via 
by the booking clerk Amount 


L _booking clerk station. 
Counter signature of official representing Railway Company 


(Sze Back.) 
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APPENDIX III. 

STANDARD Form OF REPORT ON AN EXISTING RAILWAY. 
Name of Country. 

Report on the A. B. Railway. 


General Map of the Country. 
Showing all railway systems, each separate system being 
marked with the initials of its name after the style of the English 
Railway Clearing House map. 


Map of the A. B. Railway. 


Showing mileages of all principal towns and branch lines, 
showing also all rivers of any size crossed, and rivers and ranges 
of hills in vicinity. 

Railways projected or under construction to be shown, the 
notation denoting state of progress, t.e., surveyed, formation 
complete, permanent way laid. 

The section of the A. B. line (rail level only not ground level) 
to reduced scale, heights exaggerated to distances as recorded in 
the office of the chief engineer of the railway. 


NuMBER of Tracks. 








Mileage. Track. Mileage. Track. 
Oto 52 ....| Three tracks e Branch to A. town ....| Double 
52 110 __....| Double ne 5 B. ,,  ....| Single 
110 400 _....| Single .... ey, &e. 
&e. &e. | &c, 
; : overhead 
Portion electrified on { third rail f 278te™- 


Mile 0 to 52 steam and electricity traction 
Branch to A. town steain and electricity traction. 
All remainder steam only. 


Ruine Gradient in Decimal of a Foot per 100 Feet including 


Compensation for Curvature or in a Fraction. 


: | Rulirg 
Milenge. i Gradient. 
a | 
Otol00 ee 7 
100 = 230 "1 
0 


230 400 .... ees se “| 2 
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APPENDIX IlI[—continued. 


Maximum Curvature Main Line in Degrees or in Feet Radius. 





| Maximum 





Mileage. Curvature. 
Oto 180 _.... sees ne ee 9° 
130 250 ts oe ts _ 12° 
250 400 ..... bane onl a 20° 





i] 
Noumser of Trains actually Running in Busiest Times. 

















Average* x 
Mileage. Passengers. Goods. Total. Speed ae ereee d 
Passenger. BESe A00ee: 
{ 
0 to 52 ...| 10 through Pe 20 through a 30 28 miles per | 15 miles per 
| | hour hour 
10 local ..-; 10 local .| 20 15 miles per] 10 miles per 
hour _ hour 
52 to 110 
fe. &e. &c. &e. &e. &c. 





* Including stoppages. 


Skeleton Types of Locomotives, 


» Showing number of wheels coupled, bogies or ponies additional 
to driving wheels, tender or tank engine, passenger or goods, 
diameter driving wheel, wheel. base measurement, weight on each 
axle loaded, vide diagrams below. Water and coal capacity. 
(These drawings are kept in office of chief locomotive superin- 
tendent.) Nature of brake employed. Makers names and 
addresses. 


Type A (Goods tender Engine), 
State number available. 


A rieeete mec mmenm nme se BB -22kgnt aes cee ce cee ate teem bee BO ste eee. . 

STEAM PRESSURE, LBS. TENDER 

CYLINDERS, BORE x STROKE. WATER: CAPACITY. 
2.000 caus 


COat CAPACITY 


60, O-8-® 0,,.0,5.0 
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APPENDIX III—continued. 
Type B (Passenger tender Engine). 


&c. &c. 
&ce. &c. 
Type C. 

& &c. 
Type D. 


Fuel.—Coal, oil or wood, where procured, situatjon and output 
of collieries, quality of fuel. ; 


Train Loaps of different type Locos., excluding weight of 
Locos., Tender and Caboose. 








| Type A Loco. Type B Loco. .| Type C Loco. | Type D Loco. 
Ruling Sea aaa ae ee ra aaa ie ee 
Gradient. | Grogs | Net | Gross | Net | Gross | x Net | Gross | Net 
Load. | Load. | Load. Load. | Load. | Load. | Load. | Load. 
| 








. | Tons. | Tons. | Tons, 





Trucks,—Skeleton type drawings of main types, stating 
quantity of each type available, tare and load, whether sides and 
ends let down throughout, area of floor space, nature of brake, 
whether coupled throughout train and controlled from engine. 
Buffers side or centre, height above rail level and distance apart, 
nature of coupling. Particular attention to be paid to acquiring 
information as to the number of cattle trucks and number of 
long low-sided trucks. Capacity for men, horses, guns, vehicles. 

Passenger Coaches.—Types not required, quantity only. 
Capacity for men. 

Diagram of loading gauge on railway. 

If rolling stock is not made in railway shops give names of 
principal manufacturers. 
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APPENDIX I[I—continued. 


Permanent Way (state the Gauge).—If any alterations in any 
particulars on different section, state the mileages where altera- 
tions commence. 

Double headed } Ib. rail, length, height, inches (if possible, 

Flat pttomad drawing of section of rail). 

Wood 


Iron an 

Steel .. 

Wood, eroosoted > Sleepers, length, breadth, depth. 
(hard or soft) 

Iron pot 

Steel pot 

Chairs, yes or no. 

Chairplates, yes or no. 

Coach screws, length, diameter, dimension of a square head. 

Iron dog spikes, length, breadth. 

Trenails, length, diameter. 

Steel keys. 

Ballast, nature of, depth, condition. 

Angles of main line turn-outs. 

Fixed structure gauge. 


TUNNELS. 





| Wood, Brick, Stone Lining 


From Mile. | To Mile. or Unlined. 


! | -_ 
: | | 
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APPENDIX III—continued. 
Brip@Es of 30’ Span and Over. 
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tone quarries exist at 
Mark with * bridges which should be specially guarded owing to special conditions which would cause much delay in reconstruction if damaged 
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Good timber for brid 
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APPENDIX IlI—continued. 


WATER SUPPLY. 





‘edig Al0Al [ag A9}9MIVIG 


‘adig woppong 1939 aIVICY 


‘dung jo owen 
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Name of Station 
(if any) 
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tx} 
b9 


State if any sections of the Line are particularly waterless, necessitating tank trucks being run behind engine and tender. 


trucks on each line? 


If so, how many tank 


APPENDIX I11—continued. 


W ORKSHOPS. 
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Particulars of Machinery. 
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Name of Station. 





| 
| 
| 
! 
| 
| 
: 
| 





| 
} 
| 


Tf possible note the quantities and the thicknesses of steel plate available in Workshop or General Stores. 


| 
| 
| 
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APPENDIX Il]—continued. 


Stores.—State where central stores are located, and, if possible, 
. how many months’ supply supposed to be stored there; also 
situation and sizes of district stores, brickfields, &c. Situations 
of any reserve stocks of timber, sleepers, rails, bricks; either 
on the railway or near it ; facilities for loading and unloading. 

Sea-port at Railway Base or Terminus.—Wharfage front, with 
or without railway track, cranage, tonnage and draught or 
shipping accommodated. Effect, if any, of tides or frost. 

Piers, nature of, with or without rail track, cranage, effect of 
tides, shipping accommodated. 

Necessity for lighters ; number of lighters, weight and cubic 
content of largest package taken by lighters. 

Unskilled Labour of the Country.—Races of unskilled labour, 
efficiency as labourers, any customs peculiar and necessary to 
follow such as organization in gangs under headmen, when 
native. Numbers available, sources of supply, agents to prog, 
Current market wage. 

Skilled Labour.—Any skilled labour not hostile which can be 
trusted. 

Information regarding the internal organization of the 
personnel should be given in the case of English owned 
railways or railways in English colonies whose staff may be 
expected to work the railway in time of war. 

In such cases information should be given on the following 
points :— 

(i) Supreme authority, z.e., government, shareholders, local 
boards, &c. 

(ii) Where the manager of the whole line, and heads of the 
various departments are stationed. 

(iii) Extent of each district into which the line is divided, and 
headquarters of. each locomotive, traffic, and enginecr district 
offices. 

Rates.—If the army possesses any special agreement for rates 
over the railway, quote it, otherwise give tables of public passenger 
fares, rough goods rate and coal rate, 


APPENDIX IV. 
APPROXIMATE BULK oF MILITARY STORES. 


Hay (compressed ) oak ee 116 cubic feet per ton. 
Biscuits... oe ous 112 3 - 
Bran (compressed) aes set 42 5s ; 
Flour cd ah ar oie 80 ‘i és 
‘Oats wes ore os me 80 ‘3 
Sugar... sa ae ste 60 - 5 
Preserved meat. .... ist .. 67075 ,, » 


Fodder, not compressed, may be taken at about 170 to 
180 cubic feet per ton. 

Ordnance stores may be taken at 60 cubic feet per ton and 
with them full loads are generally obtainable. 
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_ MILITARY BOOKS, published by Authority continued 


(As to prices in brackets, see top of page 2.) 


KIT PLATES :— 
Artillery. Royal— 
1. Horse and Field. Kit in Barrack Room. 1912. 2d. (2x2) 
2. Ditto. Kit laid out for Inspection. 1908. za. (24) 
(Under revision) 
6. Garrison. Kit laid out for Inspection. 1909. 224 (2d.) 
10. Ditto. Kitin Barrack Rpom. 1909. 2d. (2d.) 
Cavalry. 1891. 1d. (1d) 
Engineers. Royal— — é 
1. WDismounted. Detail of Shelf and Bedding, with Marcliing Order ready 
to put on. Detail of Shelf and Bedding, with Drill Order ready to 
puton, 1914. 1d. (1d) 
2, Dismounted.: Full Kit laid out for Inspection in Barrack Room. 
1914. 1d. (1d) 
4, Mounted N.O.O. or Driver and Field Troop Sapper. full Kit laid out 
for Iuspection in Barrack Room. 1910. Id. (1d) 
5. Mounted. Detail of Shelf and Bedding. 1910. Id (1d) 
G. Driver, with pair of Horses. Field Kit laid out for Inspection on Parade, 
including Articles carried in Valise on Baggage Wagon. 1899. 1d. 


aga? ie 
1. tin Barrack Room. 190k 2d. (2d) 
2. Kit laid out for inspection. 1905. 2a (2d) 
Highland. 1884. 1d (1d. 
_ Medical Corps. Royal Army. Kit in Barrack Room. 1912. 2d. (2d) 
Ordnance Corps. Army. For guidance at Marching: Order and Kit 
Inspections. 2d. (2d. 
LAND WARFARE. An Exposition of the Laws and Usages uf War on 
Land, for the guidance of Officers of H.M. Army. 1912. 1s. (10d.) 
LARGE FORMATIONS. ‘The Operations of. (Conduite des Grandes 
Unités). ‘Iranslated from the Field Service Regulations of the’ French 
Army, dated Oct. 28, 1913. 6d. (5d.) 


LAW. Military. Manual of, 1914, 2s. (1s. 9d) | 


LAW FOR THE RESERVE FOROES AND MILITIA. Manual of 
1886. 1s.6d. (1s. 2d.) 

MACHINE-GUN. Tests of Elementary Training. ld. (1d) 

MACHINE GUNS AND SMALL ARMS, 303-inch. Nomenclature of 
Parts, Stripping, Assembling, Action, Jams, Missfires, Failures.. and 
Poa of. Revised Edition, 1913. 3d. (8d); Amendments, Wo. L. 
1 1 : 

MAGAZINES AND CARE OF WAR MATERIEL. Regulations for. 
1913. 9d. (9d.); Amendments, July 1914. 1d. (1d.) 

MAP READING AND FIELD SKETCHING. Manual 1912 Ite 
(11d.) (And see Schools, Army.) (Reprinting) 

MECHANISM AS APPLIED TO ARTILLERY. Notes ou. Second 
edition. 1902. 1s. (11d) 

MEDICAL CORPS. koyal Army:— 

Admission to. Regulations for. Jan. 1912. 1d. (1d) 
Standing Orders, 1914. Is. (10d.) 
Training. 1911. 9d. (9d) 

MEDICAL DEPARTMENT. Army. Index to Appendices of Reports 
from 1859 to 1896. 8d. (3d) a: 

MEDICAL SERVICE. Army. Regulations. 1906. (Reprinted, with 
Amendments, 1914.) 4d. (5d.)° (/n the press) 

MEDIOAL SERVICE. Strategical and Tactical Employment of tlic, as 
carriod out in an Army Corps; with a sories of Probiems. ‘Translated 
from the Austrian. 48.6d. (3s. 4d.) 


13 
(8B 1103))) 


MILITARY. BOOKS, published by Authority—continued. 
(As to prices in brackets, see top of page 2.) 


MEDICAL SERVICES, Army. Advisory Board for. The ‘l'reatment of 
Venereal Disease and Scabies. First Report. 1904. 1s. 6d. (1s. 8a.); 
Second Report. 1905. 2s. (1s. 6d); Third Report. 1905. 1s. (10d); 
Final Report. 1906. 6d (5d) 

MEDICAL SERVICES OF FOREIGN ARMIES. Handbook of. 
Part I. FRANCE. 6d. (5d.) (Under revision); Part Il. GERMANY. 6d. 
(5d.); Part III. Austria HuNGaRY. 6d. (5d.); Part IV. Russia. 6d. 
(5d); Part V. Irany. 6d, (5d); Part VJ. THR NETHERLANDS AND 
Beicium. 1911. 6d. (5d.) 

MEKOMETER Handbook. 1911. 6d. (6d,) 

MOBILIZATION Regulations. 1912. 6d. (6d. 

Ditto. Amendments, July 1913. 1d. (1d) 
MUSKETRY REGULATIONS ;— 
Part I. 1909. (Reprinted, with Amendments, 1914.) Gd. (7d.) 
' Part II. Rifle Ranges and Musketry Appliances, 1910. (Reprinted, 
with Amendments to Oct. 31, 1914). 4a. (4d.) 
NIGHT OPERATIONS. Elementary ‘Training in. 1911, 1d (1d) 


NUMBER OF TROOPS TO THE YARD in the Principal Battleg since 
1850. Memo. on. With opinions of Modern Authorities on limits of 
extension at the present day. 1884. 9d. (7d.) 

NURSING IN THE ARMY. Queen Alexandra’s Imperial Military Nursing 
Service. Reprinted from “ The British Medical Journal.” 1905. 1d (1d) 

NURSING SERVICE. Queen Alexandra's Imperial eee Regulations 
for Admission to the. 1914, 1d. (1d.) 

OFFICERS TRAINING CORPS :— 


Regulations. 1912. 2a (2d.) (Under revision) 
Ditto. Appendix ITI. | (/n the press) 
Ditto. (Inns of Court). 1d. (1d) | (Under revision) 


Special A.O., March 16, 1908. 1d. (1d.) ~ 
Junior Division. Instruction for the Annual Camps. 1913. 2d (2a) 

OPERATION ORDERS. A Technical Study by Hans von Kiesling, ‘lrans- 
lated from the German. ls. 6d, (1s. 3d.) 

OPTIOAL MANUAL or Handbook of Instructions for the guidance of 

Surgeons. Third edition. 1885. 1s. 6d. (1s. 38d) 

OPTIOS. Noteson. 6a (5d) 

ORANGE FREE STATE. Topographical Survey of the, 1905-1911. Report 
on the. 103. (7s. 

ORDNANOE OOLLEGE (and see Artillery College):— 

Advanced Classes. Reports on (up to the 33rd). Each 1s. (9d) 
Ditto. 34th. 6d. (dd.) 
Dynamics. Notes on. Second edition, 3s. (2s. 5s.) 
ke oe or Artillery) Management and First - Principles of Book- 
GMa mal Reports on. Various. Each ls. (9d) 
Regulations. 1907.. 2d. (2d.) 

ORDNANCE CORPS. Army. Standing Orders. 1912. 6d. (6d) 

ORDNANCE MANUAL (WAR). 1914 6d. (Sd) 

ORDNANCE. SERVICE. Treatise on. Seventh edition. 1908. With 
volume of plates. 7s. 6d. (5s. 6d.); Amendments. June 1909, Dec. 1910, 
Dec. 1912. Each1d. (1d); Ditto. Dec. 1909, Dec. 1911. Each 2d, (2d.) 

ORDNANCE SERVICES. ARMY. Regulations : — 
Part IL 1912. (Reprinted, with Amendments published in Army Orders 

up to Oct. 1,1914.) 6d. (Gd.) 
Part 1f{. 1914. Instructions for Laboratories He Laboratory Operations, 
Examination of Explosives and Ordnance. 16 (11d,) 
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(As to prices in brackets, see top of page 2.) 

PATHOLOGICAL SPECIMENS in the Museum of the Army Medica} 
Department, Netley. Descriptive Catalogue of. Third edition. Vol.l. By 
Sir W. Aitken, M.D, 1892., 58. (3s. 8d.5 

_ PAY DUTIES of Officers Commanding Squadrons, Batteries, Companies, ke. 
Instructions. 1914. 1d. (1d) 

PHYSICAL TRAINING. Manual of. Is. (11d. ) (New edition in'the press) 
Ditto. Amendments, July 1913. 1d. (id); Dec. 1914 (/n the press). 


PLACE-NAMES OCCURRING ON EOR SION MAPS. Rules for the 
Transliteration of. 1906. 1s. (9d.) | 
PORTABLE SUB-TARGET (Mark I.), sna How to Use it. 1911. 

(Reprinted, with Amendments, 1914.) ld (1d) 
POSTAL SERVICES.. ARMY. AR. Manual of. 1913. 3d¢ (3d) 


PROJEOTION, &c. Linear Perspective. A Text-Book for use of the 
R.M. Academy. Part I.—Text. Part II.—Plates. 1904. 68. (+8. 52.) 
PUBLICATIONS (RECENT) OF MILITARY INTEREST. List of, 

Quarterly. Nos. 1 to 8. 2d. (2d) each; Nos. 9 to 17. 4d. (4d) each. 

(Continued by THE ARMY REVIEW). ; 

RAILWAY DISTANOES. Ireland. Handbook of. Third edition. 1884, 
78. 6d. (5s. 3d. 

RAILWAY” MANUAL cwes). (Iteprinted, with Amendments, 1914). 
6d. (5d.) ~ 

RAILWAYS. MILITARY. RECONNAISSANCE AND SURVEY 
OF. Notes un for Officers of R,E. Railway COmnpenine 1210. 23, 3d. _ 
1s. 8d.) 

RAN GE-FINDER. Handbooks:— 

Infantry, No. 1. (Marindin). 1913. 3d. (38d.) 

Infantry No.2. (Barr and Stroud). 31°5-inches base. 1913. Is. (102.y 

Watkin. Regulations for instruction in, and practice with. 1882. 1s. (9d.) 
RANGE FINDING. COAST DEFENCE. Manual of. Part I. 9d (8d) 

Ditto. Amendments, June 30, 1914. 1d. (4d) 

RANGES, MINIATURE CARTRIDGE. (Reprinted fron ‘THER AKMY 
REVIEW, January 1914). 3d. (8d.) 

RECRUITING FOR THE REGULAR ARMY AND THE SPECIAL 
RESERVE. Regulations. 1912. [Reprinted, with Amendments to Aug. 
1914.) 3d. (8d.) 

REMOUNT MANUAL (WAR). 1918. 2d. (2d) 

REMOUNT REGULATIONS. 1913. 3d (8d.) 

REQUISITIONING OF SUPPLIES, IKANSPORT, STORES, 
ek anla LABOUR, &c., IN THE FIELD. Instructions for the. 1907. 1d 

RESERVE (and see Motor Reserve ; Special Reserve) :— 

Army Reserve. Class I. Regulations. 1911. 1d. (1d. 

Ditto. Amendments, June 1913. 1d. (1d) 

National Reserve. Regulations. 1913. 1d. (1d) 
mae RANGES. Care and Construction of. Instructions for. 1908. 3a 
RIFLE RANGES, TRAINING GROUND, AND MUSKETRY 

| ay , PENALLY. (Western Coast Defences.) Standing Orders. 1910, 2d. 

RIFLES, &c. Oleaningof. Notesonthe. 1911. 25for6d. (7d.) 

RIFLES, SHORT AND CHARGER-LOADING, MAGAZINE, LEE- 
ENFIELD. Handbook for Ser jeant-Instr uctors of Special Reserve, 
Officers Training Corps, and Territorial Force in regard to the Care, 
Inspection, &c., of. 3d. (3d.) 

RUSSIAN MILITARY AN D wae TERMS. Dictionary of. 1906 
88. 6d. (2s. 6d.) | 
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MILITARY BOOKS, published by Authority—continued. 


(As to prices in brackets, see top of page 2.) 


RUSSO-JAPANESE WAR :— 
Medical and Sani Rep=is from Officers attached to the Japanese and 
Russian Forces in the Field. 1908. 5s. (8s. 10d.) 
Official History. PartI. Causes of the War. Opening Events up to and 
including the Battle of the Ya-lu. Second edition. 1909. 1s. 6d. 


(1s. 3d.); Part II. From the Battle of the Ya-lu to Liao-yang,.exciusive. . 


1908. ‘5s. (3s. 8d); Part Ill, The Siege of Port Arthur. 1909. 
4s. 6d. (3s. 4d.); Part TV. Tiiao-yang. 1910. 4s. (3s.); Part V. 
Sha Ho. 1911. 4s. 6d. (3s. 5d.) 

Official History (Naval and Military), Vol. I. To August 24, 1904. With 
case of Maps. 1910. 15s, (10s. 7d.); Vol. I. Liao-yang, the Sha-ho, 
Port Arthur. With case of Maps. 1912. 15s. (10s. 10d.) 

Reports from British Officers attached to the Japanese and Russian Forces in 
the Field, In three vols. , with two cases of Maps (not soldseparately). 21s. 


Os.) 

SALISSURY PLAIN. SOUTHERN COMMAND. Standing Orders 
applicable to all Troops Encamped on Salisbury Plain, and applicable 

; generally to Troops Quartered at Bulford and Tidworth. 1913. 3d. (3d.) 

“SAM-BROWNE” BELT, SCABBARD, AND SWORD KENOT. 
Specification and Drawings. 1899. 1d. (1d) 

SCHOOLS. Army:— 

Annual Reports on. 1911-12; 1912-13. Eachis. (9d) 

Map Reading. Notes on. 1915. (In the press) 

(And see Map Reading and Field Sketching.) ~ 
Military and other Terms, and Words which Occur in Orders. Lists of. 
1914. 2d. (2d.) 

Physiology. Elementary. Handbook. 1901. 1d. (1d) 

Regulations. 1911. 4d. (4d.) 

School Hygiene. Handbook of. For Teachers. 6d. (6d.) 

Singing in. Regns. for Teaching. 1911. 1d. (1d.) 

tears Orders for Inspectors, Examiners, and Teachers. 1910. 6d. (5d.) 

xercises of Extracts from Regimental Orders for the use of 

 Candideite for Third-class Certificates of Education. 1912. 3d. (3d.) 

SCOUTS. Training and Use of. Lecture by Col..F. C. Carter. 1905. 2d. (2d.) 

SCREWS. _ Standard Leading. Provision of, for Screw-cutting Lathes. 
Report of Committee. 1905. 1s. (10d) . 

SE VASTOPOL. Siege of. 1854-55. 3 vols., with Case of Maps and Plans. 
Half Mor., £5 4s. Cloth, £4 4s. 

Or separately :—Vol. I, Engineer Operations. £1 6s.; Vol. Il. Ditto 
With Case of Maps and Plans. £2°10s.; Vol. III. Artillery Opera- 
tions. 10s. 

SEWAGE. Practical Treatment. of. The latest development of. 1903. 64, 
5d. 

SHOE URYNESS GARRISON. Standing Orders. 1913. 1s.6d. (1s.1d) 

SIEGE OPERATIONS in the Campaign against France, 1870-71. (Von 
Tiedemann.) Translated. 48. 6d. (3s, 3d.) 

SIGNALLING. Training Manual. 1907. [Reprinted, with Amendments to 
May 1, 1911.] (Out of print); Amendments. Nov. 1912, May 1913, April 
1914. Each ld. (id); Appendix IV. Despatch Riding. 1d. (1d) 

SIGNALLING. Training Manual. Part II. For the use of the Divisional 

Signal Companies and Intercommunication Personnel of Units in Divisions, 

other than Ist to &th Divisions, of the Intercommunication Personnel of 

Units of the Territorial Force other than Signal Units and R.G.A. Coast 

Defence Companies, and of Signallers of King Edward's Horse. 1914. 

6d. (dd. 

Diets Appendix I. Telephone Cable Drill. Artillery. 1d. (1d) 
Ditto. Appendix If, Telegraph Cable Drill. 2d. (<d.) 
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MILITARY BOOKS, published by Authority—continued. 


(As to prices in brackets, see top of page 2.) 


SIGNALLING DISC. Directions for Use. 1911. 1d. (1d) 
SIGNAL SERVICE. THE ARMY. ld. (1d.) 
ee ARMY. Manual of—WAR. Provisional. 1914. 
2d. _(: | | 

SMALL ARMS Text Book. 1909. With Tables. 28. 6d. (2s 1d.) 
SMALL WARS. Their Principles and Practice. Third Edition. 1906. 
ee inted 1909.) 48. (88.) 

ALILAND :— 


SOM 
Military peg on. 1907. Vol. I, Geographical, Baeislive: and Historical. . 
2s. (1s. 7d.) 
Operations in, 1901-04. Official History. Vol. I. 3s. (2s. 4d); Vol. II. 


4s. (38. 
SOUTH AF (OAN WAR, 1899-1902 :— 

Medical Arrangements. 7s. 6d. (5s. 62.) 

Medical History. An Epidemiological Essay. ah Aaa ee from “ The 
Journal of the Royal Army Medical Corps. oy 3. 9d. ae oe) 

Railways. 4s. (33.) 

Surgical Cases Noted. 7s. 6d. (5s. 6d.) 

Telegraph Operations. 10s. (73. 1d 

- Voluntary Organizations in BY of the Sick and Wounded. Report of the 
Central British Red Oross Committee on. 1902, 38. (2s. 5d.) 
SPECIAL RESERVE :— 

Commission in the Special Reserve of Officers. Short Guide to’ obtaining 
a; &e. Id. (1d) (Under revision) 

Regulations for Officers of the Special Reserve of Officers, aud for the 
Special Reserve. 1911. 4d. (5d.) 

Scheme for the Provision, Organization, and Training of the Special 
Reserve required to supplement the Regular Army, and the Application 
of the Scheme to tle existing Militia. (Special A.O., Dec. 23, 1907.) 
2d. (2d. 

Scheme Se “Lhe Provision, Organization, and Training af that portion 
which will be drawn from the Territorial Force to supplement the 
Reguiar Army on Mobilization being ordered. (Special A.O., Nov. 20, 
1908.) 2d. (2d) 

STAFF COLLEGE Regulations (Oamberiey): 1905, Reprinted with Amend- 
ments up to Nov, 80, 1910. 1d. (1d) 

STAFF. General. Duties of. (Von Schellendorf.) Fourth Edition. 1905. 

(Out of print) 

STATIONS OF UNITS OF THE REGULAR FORCES, MILITIA, 

SPECIAL RESERVE, AND TERRITORIAL FORCE, Quarterly. 2d. 


STATUTES relating to the War Office and to the Army. 1880. 58. (3s. 9d.) 
eae 9d) POWERS of the Secretary of State, Ordnance Branch. 1879. 5s. 
8. 
STEAM ENGINES AND BOILERS AND GAS AND OIL 
ENGINES. Management of. Notes and Memoranda. 1911. 1d. (1d). 
SUDAN ALMANAO. 1915. Compiled in the Intelligence Department, 
Cairo. 18. (9d) 
SUDAN. BRITISH FORCEIN THE. Standing Orders. 1914. 9d (7d.) 
SUDAN. The Anglo-Egyptian. A Compendium prepared by Officers of the 
Sudan Government :— 
Vol. L. Geographical, Descriptive, and Historical (with Kighty-two 
Hiustrations). 108. (78. 4d.) 
Vol. II. Routes, 7s.6d. (5s. 5d.) (Not containing Chapter VII., Supple- 
ment (A).) 
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SUDAN. The Anglo-Egyptian—continued. . 
Vol. II. Routes. {n Separate Chapters. 1s. (10d.) each :— 
Jl. and II., Nil. III. North-Eastern Sudan. !V. Hastern Sudan, 
V. Central Sudan. VI. South-Eastern Sudan. VII. Bahr-el- 
Ghazal. VIII. Kordofan. IX. North-Western Sudan. 
Ditto. Chapter VIJ. Supplement (A). Bahr-el-Ghazal. Additional 
Routes, 1s. (10d.) M 
ra History of the. Two parts, and Maps. 1890. 1ds. 
(10s. 11d.) 
SUPPLY MANUAL AR). 1909. 6d (6d) | 
SUPPLY, REORGANIZED SYSTEMS OF, and of Ammunition Supply 
of the Expeditionary Force in War, consequent on the Introduction of 

Mechanical Transport. Memorandum explaining’ the. Feb.1912. 1d. (1d.) 

SUPPLY, TRANSPORT, AND BARRACE SERVICES. kegulatidns. 

1908. 9d. (8d.) ae (Onder revision) 

SURVEYING. ‘l'opographical and Geographical. Text Bookof. Second 
edition. 1913. 7s. 6d. (ds. 6d.) 

Ditto. 1905. Appendix XI. Tables for the Projection of Graticules for 
squares on 1° side on scale of 1:250,000, and for squares 
on 2. side on scale of 1:125,000; with other Tables used 
in Projecting Maps. 4d. (4d.) 

Ditto, 1905. as Sere XII. Tables for the Projection of Graticules for 

aps on the scale of 1:1,000,000. 1910. 2d, (2¢.) 

TACTICAL RIDES AND TOURS ON THE GROUND. The Prepara- 

tion and Conduct of. Translated from the German. 1s. 3d. (1s. 1d.) | 
TELEGRAPH LINES. FIELD. Instruction in Laying and Maintaining. 6d. 

Ray 
TEL KGRAPHY AND TELEPHONY. Army. Instruction in :— 

Vol. I, Instruments. (Reprinted, with Corrections, 1914.) 1s. 6d. (1s. 4) 

Vol. Il, Lines. 1909. (Reprinted, with Amendments, 1914.) Is. (11d.) 
TELESCOPIC SIGHTS. Handbook. Land Service. 1904. 4d. (4d) 
TERRITORIAL FORCE. (And see Equipment; Establishments) :— 

‘Cadet List.. A List of all Cadet Units which had received Official Recognition 

on 31st December. 1918. 6d. (6d) 

Cadet Unitsin the British Isles. Regulations governing the Formation, 
Organization, ana Administration of. 1914. (Reprinted, with Amend- 
ments in Army Orders to Dec. 1,1914). 1d. (1d) 

Commissions in the. Guide for the Use of Candidates for. 1913. ld 
(1d. ; . 

ee ortan from Jury Service, 4d. (4d.) 

Field Kits. Officers and Men. Id. (id.) 

Hospitals, General, of the. Regulations for. 1912. 2d. (2d. 

Leatiets:—No, 1. Organization and Principles; Service of the Imperial 
Yeomanry. 1d. each, or 6d per dozen. or 3s. per 100. 

Medical Corps. Royal Army. Syllabus of Training. 1914. 1d. (1d) 

Mobilization of a Territorial Intantry Battalion. (Jteprinted from THe 
ARMY REVIEW, July 1913.) 3d. (8d.) ; ) 

Nursing Service. Standing Orders. 1912. (Reprinted, with Amendments, 
1914). 1d. (1d.) ; 

Organization and Establishment. Special A.O.. March 18, 1908. 6d. (6d) 

Regulations for the, and for County Associations. 1912, (Reprinted, with 
Amendments, 1914.) Gd, (7d.) 

Reserve. Regulations. Issued with Special A.O.. April 1,1915. 1d (1d) 

Scheme for the Transfer of the Honourable Artillery Company, the Imperial 
Yeomanry in Great Britain, and the Volunteer Force, and their Reor- 
ganization into the Territorial Force. Special A.O., March 18,19v8. 2d. 
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2d.) | 
disveles in the. Its Terms and Conditions. 1d (1d) 
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' Yerritorial Force—continued. 
Training. Provisional. 2d, Sordt 


Transter of Units to the. Special A.O., March 20, 1908, enclosing tle 
Order in Council dated March 4: 1908. 2d. (2d.) 
Voluntary Aid :— 


Scheme for the Organization of, in a Ps and Wales, Dec.1910. 2d. (2d) 
Ditto. Ditto. Amendments, (1d. 
Ditto, in Scotland. Oct. 1911. a Nea) 
Ditto. Ditto. Auiedmeate 
Training. (Extracts from ‘ Medical Cor - Royal Army. ‘Training. 
1911.”) 6d. (7d.) 

TRACTOR TRIALS held by the Experiinental Sub-Committee of the Mechani- 
cal Transport Committee at Aldershot, Sept. and Oct. 1908. Report on. 6d. 
(5d) 

TRAINING AND MANCUVRE REGULATIONS. 1913. 4d (5d.) 


TRANSPORT MANUAL, Field Service. 1905. Part I. Provisional. 4d. 
(4d.) ’ 

TRANSPORT. MECHANIOAL :— 

Heavy Pontoon Bridge for use by, Provisional. 1914. 2d (2d.) 
Regulations for the Appointment of Inspectors of. 1d. (1d) 

TRANSPORT. PACK. Noteson. 1d (1d) 

TRUMPET AND BUGLE SOUNDS for the Army. With Instructions 
for the Training of Trumpeters and Buglers. 1914. 9% (8d) 

TYPHOID (ANTI-) COMMITTEE. Report. 1912. 2s. 6d (1s. 11d.) 

TYPHOID ae INOCULATION COMMITTEE. . Report on Blood 
Changes following Typhoid Inoculation. 1905. 1s. 6d. (1s. 2d.) 

URBDU-ENGLISH PRIMER. For the use of Colonial Artillery. 1899. 15s. 
(10s. 2d.) 

VALISE EQUIPMENT. Instructions for Fitting :— 

Pattern 1888 with pattern 1894 Pouch opening outwards. 1895. 1d. (1d.) 
Bandolier pattern 1903. 2d. (2d.) 

VALPARAISO. The Capture of, in 189L 1s. (10d) 

VENEREAL DISEASE. Sce Medical Services. 

VETERINARY CORPS. Army:— 

Regulations for Admission. 1910. 2d.- (2d.) 
Standing Orders. 1906. 4d. (4d) 

VETERINARY SERVICES. Army. Regulations. 1906. (Reprinted 
with Amendments to Dec. 1, 1914). 3d. (3d) 

VOLUNTARY AID. See Territorial Force. 

WAR OFFICE LIST, AND ADMINISTRATIVE DIRECTORY 
FOR THE BRITISH ARMY. 1914 Sold by Harrison g Sons, 45, Pall 
Mall. 5s. net. 

WARFARE. See LAND W ABFARE, 

WATER SUPPLY MANUAL, 1s. 6d. (1s. 4d.); AppendixI, 1d (1d) 

WORKS MANUAL. (WABR.) 1913. 4d (4d); Corrections (/n the press) 

X-RAY APPARATUS. Hints regarding the Management and use of. 34 
(3d) 

YEOMANRY AND MOUNTED RIFLE TRAINING, Parts I. and IL 
(1912 6d. (6d) 

ZULU WAR OF 1879. Narrative of the Field Operations connected with 
the. 1881. (eprinted 1907.) 88. (2s. 4d.) 
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